ON 
सत्यमेव जयते 


കേരള സർക്കാർ 
Government of Kerala 

2017 


Regn .No. KERBIL /2012/45073 

dated 5 - 9 - 2012 with RNI 
Reg. No.KL/TV (N )/634 /2015 -17 


GOVERNO 


- 
കര 


e mu86 
NMENT OF 


8008 
F KERALA 


കേരള ഗസററ് 
KERALA GAZETTE 


ആധികാരികമായി പ്രസിദ്ധപ്പെടുത്തുന്നത് 

PUBLISHED BY AUTHORITY 


weijo 6 


ololomm .100 , 

- ചൊവ്വ 


2017 Dolo6PIÔ 21 
21st November 2017 

1193 do 6 
6th Vrischikam 1193 


നമ്പർ 

> 46 


Vol. VI 


No. J 


Thiruvananthapuram , 

Tuesday 


1939 Dɔboldo 30 
30th Karthika 1939 


PART III 
Stores Purchase 


Animal Husbandry Department 


E - TENDER NOTICE 


[No. 14/ 2017-18 ] 


No. A / 2004 /2 /2017 /ADCP/SN . 


31st October 2017. 


Online tenders are invited from the manufacturers/authorized dealers or suppliers under " Two Cover System ” for 
the supply Refrigerators for the Implementation of ASCAD -Kerala for the year 2017 - 18 . 


First Cover (Cover A - Technical) should have following enclosures : 


1. 


Specification of item , without rate and list of institutions where supply has been effected . 


Compliance report. 


3. 


The item should be quoted by the manufacturers /authorized dealers or suppliers . If not the manufacturer 
authorization letter should be produced . 
Original brochures with specifications. 
Copy of ISO or equivalent certificate if any. 


4. 
5. 


Gaz. No . 46 /2017 /DTP (Stores Purchase ). 
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6 . An affidavit in Kerala Stamp Paper worth · 200 notarized by a notary, where the person making affidavit is a 

residing or of Thiruvananthapuram signed by the responsible person (Managing Director or Authorized 
supplier/Dealer ) specifying his status, age , residential address . 
A declaration of the manufacturers/authorized dealers or suppliers making the supply of the materials to the 

effect that the supply of the materials will be done within 30 days from the date of receipt of the supply order. 
Second Cover ( Cover B -Financial) will have the following enclosures: 

1. Rate should be quoted as basic price , rate of tax and total amount. 
2. Original tender form duly signed by the authorized signatory. 
3. Preliminary Agreement in Kerala Stamp Paper worth ™ 200 . 
4. EMD ( 1 % of the total cost of item quoted ). 

Cover A and B will be opened as per the schedule given below . Cover B of those tenderers who satisfy the above 
conditions in Cover A will only be opened. Intending tenderers may log on to the e - procurement website 
www .etenders .kerala . gov. in . The tenderers whose cover opened should produce on demand, the original documents 
specified in Cover “ A ” for verification . 
Schedule of Submission and opening of Tender No. 14 /2017 - 18 

1. Bid submission start date _ 31- 10 -2017, 6 p . m . 
2. Bid submission end date — 16 - 11-2017, 9 a. m . 

Date and time of opening of Cover A - 18 - 11-2017, 10 a. m . 
4 . Date and time of publishing list of tenderers eligible for opening their Cover B — Will be notified as and when 

TAC completes scrutiny of Technical Bid . 

Date and time of opening of Cover B — Will be informed later . 
6 . Date upto which the rates are to be firm for acceptance — 31- 3 -2018 . 
7. Price of tender form (Original) * 1,000 + GST @ 18 % (* 1,000 + ` 180 = ` 1,180 ). 
8 . Designation and address of the Officer to whom the tenders are to be submitted — Project Co -ordinator, Animal 

Disease Control Project, T . C . 13/2127 - 2128 , Kannamoola , Medical College P. O ., Thiruvananthapuram , 
Ph. No. 0471 -2556151, 0471 -2554151. 


ii 


tioico 


Specifications 


(1) Refrigerator – 24 Nos. 

Refrigerators available in the market having service centers in all districts of Kerala . 
• Single door, top freezer refrigerator. 
• Capacity — 200 liter or above . 
• Direct Cool. 
• Minimum 4 Star energy rating . 
• Minimum 2 number refrigerator shelf . 
• Toughened glass shelves. 
• Should be supplied with suitable stabilizer . 
• Comprehensive warranty of minimum 1 year and minimum 5 years on the Compressor. 


Details of Articles to be supplied 
24 numbers of Single Door Refrigerators with above Specifications. 


1. 


Special Conditions 
The rate quoted should be inclusive of all taxes and should be in Indian currency . 
The security deposit will be released only after guarantee period . 
The rates should be for Delivery F.O . R . at Various Districts. 


3. 
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4. 


5. 


6 . 
7. 


Ex- godown rates and F.O .R . stations of despatch rates offered by the firms are not acceptable and such tenders 
will be summarily rejected . 
The firm registered with SPD , Kerala Small Scale Industries sponsored by NSIC , New Delhi should produce a 
copy of their current registration certificate along with tenders for exempting EMD . 
The Quantitites specified in the schedule are only approximate and they may vary according to actual need . 
Payment will be made only after satisfactory completion of the supply . 
The Project Co -ordinator, Animal Disease Control Project reserves all rights to cancel the tender without 
assigning any reason thereof. 
The Project Co -ordinator on his authority has the right to inspect the manufacturing Unit. 
The only jurisdiction for any dispute regarding this purchase will be at Thiruvananthapuram . 
The photocopies of the documents produced along with the tender should be attested by a Gazetted Officer/ 
Notary. 
If the date scheduled for opening of tender is declared as holiday tenders will be opened on the next working 
day at the same time. 
Manufacturers /authorized dealers or suppliers making the supply of the item should supply within 30 days from 
the date of receipt of the Supply Order. 
Name of Officer to be contacted and place to which the items are to be supplied will be mentioned in the supply 
order. 
The Project Co - ordinator, Animal Disease Control Project reserves the right to delete or waive any of the above 
special conditions. 


11 . 


12. 


13 . 


14. 


15. 


Animal Disease Control Project, 
Goraksha , Thiruvananthapuram . 


(Sd.) 
Project Co - ordinator. 


Ayurveda Medical Education Department 

ദർഘാസ് പരസ്യം 

| [ നമ്പർ 20 /2017 -18) 
നമ്പർ S1 - 6430 / 17 /AVC. 

2017 ഒക്ടോബർ 25. 


അവസാനിക്കുന്നതാണ്. ഫോറങ്ങൾ തപാൽമാർഗ്ഗം ആവശ്യ 
മുള്ളവർ ദർഘാസ് ഫോറത്തിന്റെ വിലയേക്കാൾ - 50 കൂടുതൽ 
മണിയോർഡർ ആയി അയക്കേണ്ടതാകുന്നു . ദർഘാസിൽ 
രേഖപ്പെടു ത്തിയി രിക്കുന്ന വില നിര ക്കു കൾ ദർഘാസ് 
അംഗീ ക രിച്ച് നൽകുന്ന തീയതി മുതൽ ഒരു വർഷം 
വരെയുള്ള കാല യ ള വി നു ള്ളിൽ മാറ്റം വരുത്താൻ 
പാടില്ലാത്തതാകുന്നു . ഒരു ദർഘാസിന്റെ വില - 1,512 ആണ് 
( 1, 350 + VAT - 162). ഡ്യൂപ്ലിക്കേറ്റ് ഫോറത്തിന്റെ വില - 756. 


- തിരുവനന്തപുരം ഗവൺമെന്റ് ആയൂർവേദ കോളേജ് 
ശാലാക്യതന്ത്ര വിഭാഗത്തിലേക്ക് “ Oto Acoustic Screener (UAE ) 
and Squint evaluation Instruments മുതലായ ഉപകരണങ്ങൾ 
വിതരണം ചെയ്ത് സ്ഥാപിക്കുന്നതിന് തയ്യാറുള്ളവരിൽ നിന്നും 
മുദ്രവച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


അടങ്കൽ തുക - 4,50, 000. 


ഓരോ ദർഘാ സും ആയൂർ വേദ കോളേജ് 
പ്രിൻസിപ്പാളിന്റെ മേൽവിലാസത്തിൽ പ്രത്യേകം കവറിലാക്കി 
സീൽ ചെയ്ത് കവറിന് പുറത്ത് “ തിരുവനന്തപുരം ഗവൺമെന്റ് 
ആയൂർവേദ കോളേജ് ശാലാക്യത്രന്തം ഡിപ്പാർട്ടുമെന്റിൽ 
Oto Acoustic Screener (OAE ) and Squint evaluation 
Instruments മുതലായ ഉപകരണങ്ങൾ വിതരണം ചെയ്ത് 
സ്ഥാപിക്കുന്നതിനുള്ള ടെണ്ടർ എന്ന് രേഖപ്പെടുത്തി 25- 11- 2017, 
3 മണിവരെ സമർപ്പിക്കാവുന്നതാണ്. 25 - 11- 2017, 3.30 മണിക്ക് 
ദർഘാസുകൾ നിയമാനുസരണം തുറക്കുന്നതായിരിക്കും. 
യാ തൊ രു കാ ര ണ വ ശാലും ദർഘാസ് ഫോറ ങ്ങ ൾ 

കൈമാറ്റം ചെയ്യാൻ പാടില്ലാ ത്ത താ കു ന്നു . ദർഘാസ് 
ഫോറ ങ്ങ ളുടെ വിൽപ്പന 24 - 11 - 2017 , 3 മണിക്ക് 


-- പൂ രി പ്പിച്ച ദർഘാസ് ഫോറ ത്തിനോ ടൊപ്പം 
രേഖപ്പെടുത്തിയ തുകയുടെ 1 % തുക നിര ത ദ വ്യമായി 
തിരുവനന്തപുരം ആയൂർവേദ കോളേജ് പ്രിൻസിപ്പാളിന്റെ 
പേരിൽ എടുത്ത ഡിമാന്റ് ഡ്രാഫ്റ്റും - 200 - ന്റെ കേരള 
സംസ്ഥാന മുദ്രപ്പത്രത്തിൽ രേഖപ്പെടുത്തിയ ഒരു പ്രിലിമിനറി 
- എഗ്രിമെന്റും ഹാജരാക്കേണ്ടതാണ്. ഏതൊരു ടെണ്ടറും കാരണം 
കാണിക്കാതെ നിര സി ക്കാനോ മാറ്റി വയ്ക്കാനോ ഉള്ള 
അ ധികാരം തിരു വ ന ന്ത പുരം ആയൂർവേദ കോളേജ് 
പിൻ സി പ്പാ ളിൽ നിക്ഷിപ്ത മാ യി രിക്കും. ഏതെങ്കിലും 
കാരണത്താൽ 25 - 11-2017 - ന് സർക്കാർ അവധി പ്രഖ്യാപിക്കു 
കയാണെങ്കിൽ അടുത്ത പ്രവൃത്തി ദിവസം അതേ സമയം 
ദർഘാസുകൾ തുറക്കുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
കോളേജ് ഓഫീസിൽ നിന്ന് അറിയാവുന്നതാണ്. 
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[ No. 20/2017 - 18) 


Schedule 


Sl . No. 


Name of Equipment 


Qty . 


No. S1-6340/2017/ AVC . 


25th October 2017 . 


| 1 No. 


Oto Accoustic Emission Screener 
( UAE) 
Synoptophore 
Trial Case 
Maddox Wing 
Raf Ruler 
Prism Bar 


1 No . 
1 No . 
1 No . 
1 No . 
1 No . 


Sealed competitive tenders are invited for the 
“ Supply of Oto Acoustic Screener (OAE ) and Squint 
evaluation Instruments ” for the Departments 
of Salakyatantra , Govt. Ayurveda College , 
Thiruvananthapuram for the year 2017 - 18 . 

Estimate Cost - - 4, 50,000 . 

The envelops containing the tender should bear the 
superscription “ Supply of Oto Acoustic Screener (OAE ) 
and Squint evaluation Instruments for the Department of 
Salakyatantra , Govt. Ayurveda College, Thiruvananthapuram 
for the year 2017 - 18 " , addressed to the Principal, 
Government Ayurveda College , Thiruvananthapuram. The 
last date of the receipt of tenders will be at 3 p . m . on 
25- 11- 2017. The late tenders will not be accepted. The 
tenders will be opened at 3.30 p. m . on 25 -11- 2017 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 


Office of the Principal, 
Government Ayurveda College, 
Thiruvananthapuram . 


DR. C . USHAKUMARI, 

Principal. 


Collegiate Education Department 

ദർഘാസ് പരസ്യം 


നമ്പർ എ1- 367/ 2017 / C / ജി. സി. കെ .എൻ. 


2017 ഒക്ടോബർ 13. 


Intending tenderers may on application to the 
Principal , Govt. Ayurveda College , Thiruvananthapuram to 
obtain the requisite tender forms on which tenders should 
be submitted . Application for the tender forms should be 
accompanied by cash remittance of < 1, 512 ( Cost of 
tender form - 1 , 350 + VAT/ GST - 162) which is the price 
fixed for a form and which is not refundable under any 
circumstances. Tender forms are not transferable . Sale of 
tender forms will be closed at 3 p . m . on 24 - 11- 2017 . 
Cheques, Postal Stamps etc . will not be accepted towards 
the cost of forms. Those who wish to purchase tender 
forms by post shall send an additional amount of - 50 by 
money order to cover postal charges . Duplicate tender 
forms, if required will be issued at - 756 . 


- നെയ്യാറ്റിൻകര, കുളത്തൂർ ഗവൺമെന്റ് ആർട്സ് ആന്റ് 
സയൻസ് കോളേജിലെ 2017 -18 സാമ്പത്തിക വർഷത്തെ പ്ലാൻ 
ഫണ്ട്ഉപയോഗിച്ച് മൂന്ന് Projector with Wall Mounting Kit 
നൽകു വാൻ മത്സരസ്വഭാവത്തോടുകൂടിയ ദർഘാസുകൾ 
ക്ഷണിച്ചു കൊ ള്ളു ന്നു . ദർഘാ സു കൾ സ്വീക രി ക്കുന്ന 
അവസാന തീയതി 30 - 11- 2017, 2 മണിവരെ ആയിരിക്കും. 
അന്നേ ദിവസം 3 മണിക്ക് ഹാജരുള്ള കരാറുകാരുടേയോ 
അ വ രുടെ പതി നി ധി ക ളു ടേയോ സാന്നിദ്ധ്യ ത്തിൽ 
ദർഘാസുകൾ തുറക്കുന്നതാണ്. 

അടങ്കൽ തുക " 2,70,000. 


നിരതദ്രവ്യം - 1 %. 
ദർഘാസ് പ്രമാണത്തിന്റെ വില : 

ഒറിജിനൽ " 600 + GST - 72 ( - 672). 
ഡ്യൂപ്ലിക്കേറ്റ് - 300 + GST - 36 ( 336). 


Intending tenderers should submit an amount of 1 % 
of the quote amount as Earnest Money Deposit by 
Demand Draft in favour of the Principal, Government 
Ayurveda College , Thiruvananthapuram together with an 
agreement in Kerala Stamp Paper worth - 2006 . The rate 
quoted shall remain firm for acceptance till one year from 
the date of acceptance . The Principal, Ayurveda College, 
Thiruvananthapuram will have powers to postpone /cancel 
the tender. If Government have declared 25 - 11- 2017 as a 
public holiday, the tender will be opened at the same time 
on next working day . Further details can be had from the 
office during office time. 


ദർഘാസ് പ്രമാണങ്ങളും സാധനങ്ങളുടെ വിവരങ്ങളും 
കോളേജ് ഓഫീസിൽ നിന്നും 30 - 11 - 2017, 1 മണിവരെ 
ലഭിക്കുന്നതാണ്. ദർഘാസ് പ്രമാണങ്ങൾ തപാലിൽ 

വേണ്ട വർ പിൻസിപ്പാൾ, ഗവൺമെന്റ് ആർട്സ് ആന്റ് 
- സയൻസ് കോളേ ജ് , കുളത്തൂർ, നെയ്യാറ്റിൻകര എന്ന 
വിലാസത്തിൽ തപാൽ കൂലിയായി - 40 കൂടി അയയ്ക്കേണ്ട 
താണ്. - 200 - ന്റെ മുദ്രപത്രത്തിൽ ഒരു പ്രാഥമിക കരാർ 
ദർ ഘാ സി നൊപ്പം സമർപ്പിക്കേ ണ്ട താ ണ് . ദർഘാസിന്റെ 
നിരതദ്രവ്യമായ തുക എസ്. ബി. ഐ ., പാറശ്ശാല ബ്രാഞ്ചിൽ 
നിന്ന് മാറാവുന്ന രീതിയിലുള്ള ഡി. ഡി. സമർപ്പിക്കേണ്ട 
താ ണ്. നിര തദവ്യം ഉൾകൊള്ളിക്കാത്ത ദർഘാസുകൾ 
നിരസിക്കുന്നതാണ്. മേൽ പറഞ്ഞിരിക്കുന്ന വ്യവസ്ഥകൾ 
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പാലിക്കപ്പെടാത്ത ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. കേരള ദർഘാസ് പ്രമാണങ്ങളും സാധനങ്ങളുടെ വിവരങ്ങളും 

സ്റ്റോർ പർച്ചേയ്സ് നിയമങ്ങൾ ഇതിന് ബാധകമാണ്. പ്രത്യേക കോളേജ് ഓഫീസിൽ നിന്നും 30- 11- 2017 ഉച്ചയ്ക്ക് 1 മണിവരെ 
കാര ണമോ മുന്നറിയിപ്പുകളോ കൂടാതെ ഈ ദർഘാസ് 

ലഭിക്കുന്നതാണ്. ദർഘാസ് പ്രമാണങ്ങൾ തപാലിൽ വേണ്ടവർ 
റദ്ദാക്കു ന്ന തി നുള്ള അധികാരം ഇതിൽ ഒപ്പ് വച്ചിട്ടുള്ള 

പിൻ സിപ്പാൾ, ഗവൺമെന്റ് ആർട്സ് ആന്റ് സയൻസ് 
ഉദ്യോഗസ്ഥനിൽ നിക്ഷിപ്തമാണ്. 

കോളേജ്, കുളത്തൂർ, നെയ്യാറ്റിൻകര എന്ന വിലാസത്തിൽ 
No. A1- 367/2017/ C / GCKN. 

13th October 2017. - തപാൽ കൂലിയായി - 40 കൂടി അയ യ് ക്കേ ണ്ട താണ്. 
Sealed tenders are invited for the Supply of three 

- 200 - ന്റെ മുദ്രപത ത്തിൽ ഒരു പാഥ മിക കരാർ 
Projector with wall mounting Kit Plan Fund for the year 

- ദർഘാ സി നൊപ്പം സമർപ്പി ക്കേ ണ്ട താ ണ് . ദർഘാസിന്റെ 
2017 -18. 

നിരതദ്രവ്യമായ തുക എസ്. ബി . ഐ ., പാറശ്ശാല ബ്രാഞ്ചിൽ 

നിന്ന് മാറാവുന്ന രീതിയിലുള്ള ഡി. ഡി. സമർപ്പിക്കേണ്ടതാണ്. 
The envelopes containing tenders should be 
superscribed “ For supply of three Projector with wall 

നിര ത ദ വ്യം ഉൾകൊ ള്ളി ക്കാത്ത ദർ ഘാ സു കൾ 
mounting Kit in the academic year 2017 - 18 ” , and 

നിര സിക്കുന്ന താ ണ് . മേൽപറ ഞ്ഞിരിക്കുന്ന വ്യവസ്ഥകൾ 
addressed to the Principal, Government Arts and Science പാലിക്കപ്പെടാത്ത ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . കേരള 
College , Kulathoor, Neyyattinkara . Last date for tenders സ്റ്റോർ പർച്ചേയ്സ് നിയമങ്ങൾ ഇതിന് ബാധകമാണ്. പ്രത്യേക 
will be 2 p . m . on 30 - 11 -2017 . Late tenders will not be 

കാര ണമോ മുന്നറിയിപ്പുകളോ കൂടാതെ ഈ ദർഘാസ് 
accepted . The tenders will be opened at 3 p . m . on 

റദ്ദാക്കു ന്ന തിനുള്ള അധികാരം ഇതിൽ ഒപ്പ് വച്ചിട്ടുള്ള 
30 - 11 - 2017 in the presence of the tenders or their 

ഉദ്യോഗസ്ഥനിൽ നിക്ഷിപ്തമാണ്. 
authorised representatives who may be present at that 
time. Estimated Cost is - 2, 70 ,000 ( The price quoted 

No. A1 - 230 /2017/D / GCKN. 

27th October 2017. 
should be inclusive of all taxes, duties, cesses etc.) 

- Sealed tenders are invited for the supply of U .P. S., 
Earnest Money Deposit - 1 %, ( - 2 ,700 ). 

Battery (with Electric Work ) Plan Fund for the year 
Cost of tender form : 

2017-18 . 
Original - 600 + ( GST - 72 ) - 672. 

The envelopes containing tenders should be 
Duplicate - 300 + ( GST - 36) -- > 336. superscribed “ For supply of U .P. S., Battery with Electric 
Self addressed stamped cover should be enclosed 

-- Work in the academic year 2017 -18 ”, and addressed to 
with the application for tender forms to be sent by post. the Principal, Government Arts and Science College, 
The tender forms are not transferable . 1 % of earnest Kulathoor, Neyyattinkara . Last date for tenders will be 
money deposit in D . D . on the Parassala Branch of 2 p . m . on 30 - 11 -2017 . Late tenders will not be accepted . 
S .B .I. drawn in favour of the Principal, Govt. Arts and 

- The tenders will be opened at 3 p . m . on 30- 11 - 2017 in 
Science College , Kulathoor should be submitted along 

the presence of the tenderers or their authorised 
with the tender. All the rules of the store purchase manual 
is applicable. Sale of tender forms will be closed at 1 p . m . 

representatives who may be present at that time. 
on 30 -11 -2017 . Tender should execute an agreement in 

Estimated Cost is - 2,43, 000 ( The price quoted should 
Kerala Stamp Paper worth - 200 . 

be inclusive of all taxes, duties, cesses etc .) 
(2 ) 

Earnest Money Deposit — 1 % (* 2 ,430 ) 
നമ്പർ എ1-230/ 2017 / ജി. സി. കെ .എൻ. 2017 ഒക്ടോബർ 27 . 

Cost of tender form : 
കുളത്തൂർ ഗവൺമെന്റ് കോളേജിൽ 2017- 18 വർഷം UPS, 

Original - ° 500 +( GST - 60) - 560. 
Battery ( with Electric Work ) വാങ്ങുന്നതിനായി മുദ്രവെച്ച 

Duplicate - 300 + ( GST - 36) - - 336. 
ദർ ഘാ സു കൾ ക്ഷണിച്ചു കൊ ള്ളു ന്നു . ദർ ഘാ സു കൾ 
സ്വീകരിക്കുന്ന അവസാന തീയതി 30 - 11 -2017 ഉച്ചയ്ക്കുശേഷം Self addressed stamped cover should be enclosed 
2 മണിവരെ ആയിരിക്കും. അന്നേ ദിവസം പകൽ 3 മണിക്ക് with the application for tender forms to be sent by post. 
ഹാജരുള്ള കരാറുകാരുടേയോ അവരുടെ പ്രതിനിധികളുടേയോ 

The tender forms are not transferable . 1 % of earnest 
സാന്നിദ്ധ്യത്തിൽ ദർഘാസുകൾ തുറക്കുന്നതാണ്. 

money deposit in D . D . on the Parassala Branch of 
അടങ്കൽ തുക - 2,43,000. 

S. B .I. drawn in favour of the Principal, Govt . Arts and 
നിരതദ്രവ്യം - 1 % ( ° 2,430) 

Science College, Kulathoor should be submitted along 

with the tender. All the rules of the store purchase manual 
ദർഘാസ് പ്രമാണത്തിന്റെ വില : 

is applicable . Sale of tender forms will be closed at 1 p .m . 
ഒറിജിനൽ " 500 + GST - 60 (° 560). 

on 30 -11 -2017 . Tender should execute an agreement in 
ഡ്യൂപ്ലിക്കേറ്റ്- 300 + GST - 36 ( 336 ). 

Kerala Stamp Paper worth - 200. 
Gaz . No. 46 /2017/DTP (Stores Purchase ). 
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Description of Items 


( No . IV / 2017-18/ MMS College ) 


Sl. No. 


Particulates 


Qty. 
Nos. 


- 1 


- 6 KVA UPS 

Input volt : 72V 
Load : 400W 
Back Up : 3 hrs. 
Battery Capacity : 12 V 200 AH 
3 KVA UPS 
UPS DVC : 48V 

Battery Capacity : 12V150Ah 
| Backup : 3 hrs. 


3 


- 4 


Government Arts & 
Science College , 
Kulathoor, Neyyattinkara . 


( Sd .) 
Principal. 


ലഘദർഘാസ് പരസ്യം 

| നമ്പർ 4 / 2017 -18 / എം . എം .എസ്. ജി. സി.) 
നമ്പർ എ1-212 / 2017-18 / എം. എം .എസ്. ജി . സി. 2017 ഒക്ടോബർ 30. 

- 2017 - 18 വർഷ ത്തേക്ക് എം . എം .എസ്. ഗവൺമെന്റ് 
ആർട്സ് ആന്റ് സയൻസ് കോളേജിൽ ഇൻസിനറേറ്റർ ആന്റ് 
വാട്ടർ പ്യൂ രി ഫ യർ വാങ്ങു ന്ന തി നായി മുദ്രവച്ച് മത്സര 
സ്വഭാ വ മു ള്ള ദർഘാ സു കൾ ക്ഷണിച്ചു കൊ ള്ളുന്നു . 
ദർ ഘാ സു ക ളിൽ വിജ യി ക്കുന്ന സ്ഥാപ ന ങ്ങ ൾ ഒരു 
മാസ ത്തി നകം സാ ധ ന ങ്ങ ൾ സപ്ത ഓർ ഡ റില 
വ്യവസ്ഥകൾക്ക് വിധേയമായി ലഭ്യമാക്കേണ്ടതാണ്. 

അടങ്കൽ തുക 2,00 ,000 . 

പ്രിൻസിപ്പാൾ, എം . എം .എസ്. ഗവൺമെന്റ് ആർട്സ് ആന്റ് 
സയൻസ് കോളേജ് എന്ന വിലാ സ ത്തിൽ ലഭി ക്കേണ്ട 
ദർഘാസുകളടങ്ങിയ കവറിനു മുകളിൽ “ എം . എം .എസ്. 
ഗ വൺമെന്റ് ആർട്സ് ആന്റ് സയൻസ് കോളേജിൽ 
ഇൻസിനറേറ്റർ ആന്റ് വാട്ടർപ്യൂരിഫയർ വാങ്ങുന്നതിനുള്ള 
ദർഘാസ് 2017 - 18 എന്ന് രേഖപ്പെടുത്തിയിരിക്കേണ്ടതാണ്. 
വൈകി ലഭിക്കുന്ന ദർഘാ സു കൾ സ്വീക രി ക്കു ന്ന ത ല്ല . 
ദർഘാസുകൾ സ്വീകരിക്കുന്ന തീയതി 28 - 11 - 2017 ഉച്ചയ്ക്ക് 
2 . 30 വരെ ആയിരിക്കും. ദർഘാ സു കൾ നൽകിയിട്ടു ള്ള 
വരുടെയോ അവർ നിർദ്ദേശിക്കുന്ന പ്രതിനിധികളുടെയോ 
സാന്നിദ്ധ്യത്തിൽ 28 - 11 - 2017 , 3 മണിക്ക് ദർഘാ സു കൾ 
തുറക്കുന്നതാണ്. 

- ദർഘാസ് ഫോമുകളുടെ വിൽപ്പന 28- 11- 2017 - ന് ഉച്ചക്ക് 
2 മണിവരെ ആയിരിക്കും. ദർഘാസ് ഫോമുകളുടെ വില 
- 400 ( 12 % ജി .എസ്. റ്റി . ക്കുപുറമേ) . ദർഘാസ് ഫോമുകൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളത ല്ല . ദർഘാസ് ഫോമിന്റെ 
വില യായി ചെക്ക്, ഡിമാന്റ് ഡ്രാഫ്റ്റ്, സ്റ്റാമ്പ് മുതലായവ 
സ്വീകരിക്കുന്നതല്ല. 

ദർഘാസ് ഫോമിനോടൊപ്പം - 200 - ന്റെ മുദ്രപത്രത്തിൽ 
കരാറും ആകെ വിലയുടെ ഒരു ശതമാനം നിരതദ്രവ്യവും 
( പ്രിൻസിപ്പാളിന്റെ പേരിൽ ഡിമാന്റ് ഡ്രാഫ്റ്റ് എടുത്തതും 
കുറഞ്ഞത് - 1,500) ഉള്ളടക്കം ചെയ്യേണ്ടതാണ്. ദർഘാസുകൾ 
സ്വീക രി ക്കു ന്ന തിനോ നിര സിക്കു ന്ന തിനോ ഉള്ള 
അംഗീകാരം പ്രിൻസിപ്പാളിൽ നിക്ഷിപ്തമായിരിക്കും. കൂടുതൽ 
വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ കോളേജാഫീസിൽനിന്നും 
ലഭിക്കുന്നതാണ്. 


No. A1-212/2017-18/ MMSGC. | 30th October 2017. 

Sealed tenders are invited for the supply of 
Incinerator and Water Purifier Equipments in the MMS 
Govt. Arts & Science College , Malayinkeezhu . The lists of 
items to be supplied will be available along with the 
tender forms. The successful tenderers should deliver the 
items within 20 days from the date of supply order and as 
per the conditions specified there in . 
Estimate Cost ( Starting of New course fund ) - 2, 00 ,000 . 

The envelopes containing the tender should bear the 
superscription “ Supply of Incinerator Water Purifier 
Equipments under Plan Fund 2017 -2018” and should be 
addressed to “ The Principal, MMS Govt. Arts and 
Science College , Malayinkeezhu , Pin - 695 571 . Last date 
for receipt of tenders will be at 2.30 p. m . on 28- 11-2017. 
Late tenders will not be accepted . The tenders will open 
at 3 p . m . on 28 - 11- 2017 in the presence of such of the 
tenderers or their authorized representatives who may be 
present at that time. Intending tenderers may , on 
application to “ The Principal, MMS Govt. Arts and 
Science College, Malayinkeezhu ” obtain the requisite 
tender forms on which tenders should be submitted . 
Application for the tender form should be accompanied 
by a cash remittance of - 400 + GST 12 % which is the 
price fixed for a form / set of forms and which is not 
refundable under any circumstances. The tender forms are 
not transferable. Sale of tender forms will closed at 2 p . m . 
on 28 - 11 -2017 . Cheques, Postage Stamps, etc . will not be 
accepted towards the cost of forms, nor will the forms be 
sent per V.P.P. 

All the Tenderers should execute an agreement in 
Kerala Stamp Paper worth · 200 while submitting tender 
form (vide Page No . 6 of the tender form). The Earnest 
Money Deposit (EMD ) is required @ 1 % of the total 
cost of the materials quoted in tenders and should be 
remitted by Demand Draft or Fixed Deposit Receipts 
subject to the minimum of ` 1,500 . The tenderers who are 
eligible for exemption from payment of EMD should 
enclose copy of the latest certificate of Registration 
issued by Store Purchase Department, Government of 
Kerala . Otherwise the tender will be summarisely rejected . 
The right to accept or reject the tender without assigning 
any reason thereof is vested with the undersigned . Further 
details, if any, can be had from the college office on all 
working days . 
N . B . — The price to be quoted in the tender must be 

- inclusive of all taxes. 


MMS Govt. Arts and 
Science College, 
Malayinkeezhu . 


( Sd.) 
Principal. 
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ലഘു ദർഘാസ് പരസ്യം 


[ നമ്പർ 3 / 2017 - 18) 


നമ്പർ A3 /463/2017 / GCA. 


2017 ഒക്ടോബർ 20. 


The tender should be superscribed “ Tender for the 
supply of Multi Gym Equipments 2017- 18 (Plan scheme) 
and addressed to the Principal, Government College, 
Ambalappuzha, Alappuzha District, Pin -688 561. Late 
tender will not be accepted . The tender will be opened at 
3 p . m . on 25 - 11- 2017 in the presence of such tenderers as 
their authorized representatives who may present at that 
time. 


Intending tenderers may on application to “ The 
Principal, Government College, Ambalappuzha- 688 561 
obtain the requisite tender form on which tenders should 
be submitted . Application for tender form should 
be accompanied by a Cash remittance of . 672 
[ 600 + - 72 (12 % GST)] which is the price fixed for a 
form /set of forms and which is not refundable at any 
circumstances. The tender forms are not transferable. 
Sale of tender forms will be closed at 12 noon on 
25 - 11- 2017. Cheques, Demand Drafts, Postage Stamps etc. 
will not be accepted towards the cost of tender forms, nor 
will the forms be sent per V . P . P . Duplicate 
tender forms, if required will be issued at - 336 per copy. 
For obtaining the tender form by post on amount of 
- 722 shall be sent to the Principal by M. 0 . Last date for 
the receipt of tender form at the College is 2 p . m . on 
25 - 11-2017. 


അമ്പ ല പ്പുഴ സർക്കാർ കോളേ ജി ലേക്ക് 2017 - 18 
വർ ഷ ത്തിൽ " 2, 00 ,000 വില വ രുന്ന മൾട്ടി ജിം 
ഉപ ക ര ണ ങ്ങ ൾ വിത രണം ചെയ്യു ന്ന തിന് മുദവെച്ച 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

മുദവെച്ച് ദർ ഘാ സു ക ളുടെ കവറി നു മു ക ളിൽ 
“ 2017 - 18 വർ ഷ ത്തി ലേക്ക് മൾട്ടി ജിം ഉ പ ക ര ണ ങ്ങ ൾ 
വിതരണം ചെയ്യുന്നതിനുള്ള ദർഘാസ് ( പ്ലാൻ ഫണ്ട്) ” എന്ന് 
രേഖ പ്പെടുത്തി പിൻ സിപ്പാൾ, സർക്കാർ കോളേജ്, 
അമ്പലപ്പുഴ-688 561 എന്ന വിലാസത്തിൽ ലഭിക്കത്തക്കവിധം 
അയക്കേണ്ടതാണ്. താമസിച്ചു ലഭിക്കുന്ന ദർഘാസുകൾ 
സ്വീകരിക്കു ന്ന ത ല്ല . ലഭിച്ച ദർഘാസുകൾ 25 - 11- 2017 - ന് 
ഉച്ചയ്ക്കു ശേഷം 3 മണിക്ക് സന്നി ഹി ത രാ യിട്ടുള്ള 
ദർഘാസുകാരുടെയോ അവരുടെ പ്രതിനിധികളുടെയോ 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 

- ദർഘാസ് ആവശ്യമുള്ളവർ “ പ്രിൻസിപ്പാൾ, സർക്കാർ 
കോളേജ്, അമ്പലപ്പുഴ- 688 561 എന്ന വിലാസത്തിലുള്ള 
അപേക്ഷ യോ ടൊ പ്പം ഒരു ദർഘാസിന്റെ വില യാ യ 
- 672 രൊക്കം പണ മായി അടച്ചാൽ ലഭിക്കു ന്ന താ ണ് . 
ദർഘാസിന്റെ വില ഒരു കാരണവശാലും തിരികെ നൽകുന്നതല്ല . 
ദർഘാസ് കൈമാറ്റം ചെയ്യാൻ പാടില്ല . ദർഘാസ് ഫോറത്തിന്റെ 
വിൽപ്പന 25- 11- 2017 ഉച്ചയ്ക്ക് 12 മണിക്ക് അവസാനിക്കുന്നതാണ്. 
ചെക്ക്, ഡിമാന്റ് ഡ്രാഫ്റ്റ്, പോസ്റ്റേജ് സ്റ്റാമ്പ് ഇവ ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല . ദർഘാസ് ഫോറം 
വി . പി. പി. ആയി അയയ്ക്കുന്നതല്ല . ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് 
ഫോറം ആവശ്യമുള്ളവർ ഒരു കോപ്പിക്ക് - 336 അടയ്ക്കേണ്ടതാണ്. 
ദർ ഘാസ് ഫോറം തപാ ലിൽ ലഭി ക്കു വാൻ - 122 
മണിയോർഡർ പ്രിൻസിപ്പാളിന്റെ പേരിൽ അയയ്ക്കേണ്ടതാണ്. 
പൂരിപ്പിച്ച ദർഘാസ് ഫോറ ങ്ങ ൾ 25 - 11 - 2017 ഉച്ചയ്ക്ക് ക് 
2 മണിവരെ കോളേജ് ഓഫീസിൽ സ്വീകരിക്കുന്നതാണ്. 

പൂരിപ്പിച്ച ദർഘാസുകളോടൊപ്പം ഒരു ശതമാനം (1 %) 
നിരക്കിൽ നിരതദ്രവ്യമായി (കുറഞ്ഞ നിരതദ്രവ്യം - 1,500) 
പ്രിൻസിപ്പാൾ, സർക്കാർ കോളേജ്, അമ്പലപ്പുഴ എന്ന പേരിൽ 
എടുത്ത ഡിമാന്റ് ഡാഫ്റ്റ് കേരള സർക്കാരിന്റെ - 200 
വിലയുള്ള മുദ്രപ്രതത്തിൽ രേഖപ്പെടുത്തിയ എഗ്രിമെന്റിനോടൊപ്പം 
അയയ്ക്കേണ്ടതാണ്. ഏതൊരാളുടേയും ദർഘാസ് കാരണം 
കൂടാതെ നിരസിക്കുവാനുള്ള അവകാശം പ്രിൻസിപ്പാളിന് 
ഉണ്ടായിരിക്കും. 

- എല്ലാ പ്രവൃത്തി ദിവസങ്ങളിലും ഉച്ചയ്ക്കുശേഷം 
2 മണിക്കു മുമ്പായി മുകളിൽ പ്രസ്താവിച്ചിട്ടുള്ള വില 
കോളേജ് ഓഫീസിൽ അടച്ചാൽ ദർഘാസ് ഫോറങ്ങൾ 
നേരിട്ട് ലഭിക്കുന്നതാണ്. 


Intending tenderers should deposit an amount of 
1 % of the total cost of the articles tendered for quoted 
as Earnest Money Deposit ( This is subject to a minimum 
of - 1, 500) in favour of the Principal, Government College, 

Ambalappuzha together with an agreement in Kerala 
- Government Stamp Paper worth - 200 towards the rate 

quoted remain till 31- 3 - 2018 . The rate quoted should be 
inclusive of all taxes. The undersigned reserves the right 
to reject or accept any tender without assigning any 
reason . 


Tender forms can be had directly from the college 
office on all working days before 2 p . m . on remittance of 
the list mentioned above. 


(Detailed specification shall be supplied along with 
tender forms). 


LIST OF ITEMS 


- S . 
| No , 


Name of Items with Specification 


Quantity 


(1) 


[ No . 3/2017-18) 
No. A3/ 463/2017/ GCA . 

| 20th October 2017 . 
Sealed tenders are invited for the supply of Multi 
Gym Equipments amounting to - 2,00,000 under plan 
scheme ( CIUP ) 2017-18. 


CABLE CROSS OVER — Should be Bio 
Mechanically designed for intensive 
commercial use in Heavy 10 gauge 
100 mm x 50mm OVAL Tubings and 
70 mm ROUND Steel tubings . Electro 
statically applied epoxy powder coated 
finish . Fibre glass reinforced imported 
pulleys with precision sealed ball bearing 
for prolonged cable life . Should have Cast 
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- ( 2 ) 


| (3) 


Iron machined weight stack 100kg X 2 Nos. 
with safety cover. Fully adjustable model 
with adjustable pulleys on both sides 
moving from top to bottom with pop pin 
adjustment for multiple locking position 
imported 5mm cable with 2000 lbs tensile 
strength used . Product dimension to be 
not less than 4500 mm L x 1050 mm 
W x 2300 H and Net weight not less 
than 380kg. Should have Chin up bar 
extra . 
COUNTER BALANCED SMITH MACHINE 
(Linear Breaking Type) Bio mechanically 
designed for intensive commercial use in 
heavy 12 gauge 4" x 2" rigid Cold rolled 
iron pipes. Electro Statically applied epoxy 
powder coated finish . Linear Bearings 
used to enable resistance free Vertical 
motion . Should be a counter balanced 
model with 7 feet lifting rod moving 
easily up and down. Should have minimum 
10 locking positions for lifting rod . 
Should come with additional minimum 
4 numbers of storage post . (ISO 
Certified Company Product ). Counter 
balanced type come with 18 gauge GI 
sheet covered . Should have a provision 
for Free Squat on the other side . 


ഉച്ചയ്ക്കുശേഷം 2.30 മണിക്ക് തുറക്കുന്നതുമാണ്. പൂരിപ്പിച്ച് 
അസ്സൽ ദർഘാസുകൾ മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. ദർഘാസ് 

ഫോറം ലഭിക്കുന്നതിന് താഴെ കാണിച്ച വിലാസത്തിൽ 
അപേക്ഷിക്കേ ണ്ട താ ണ് . അപേക്ഷയോടൊപ്പം ദർഘാസ് 
ഫോറത്തിന്റെ വില യായ - 672 ( ജി .എസ്. ടി . ഉൾപ്പെടെ) 
അടയ്ക്കേണ്ടതാണ്. ഡ്യൂപ്ലിക്കേറ്റ് ഫോറത്തിന്റെ വില - 336. 
(പസ്തുത സംഖ്യ യാതൊരുകാര ണ വ ശാലും മടക്കി 
കൊടുക്കുന്നതല്ല . ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ 
പാടുള്ളതല്ല. ദർഘാസ് ഫോറത്തിന്റെ വിൽപന 13 - 12 - 2017 
ഉച്ചയ്ക്ക് 12 മണിക്ക് അവസാനിക്കു ന്ന താണ്. ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി ചെക്കുകൾ, ഡാറ്റുകൾ എന്നിവ 
സ്വീക രി ക്കു ന്ന ത ല്ല . ദർഘാ സു കൾ വി . പി . പി . ആയും 
അയയ്ക്കുന്നതല്ല. ദർഘാസ് രജിസ്റ്റേർഡ് തപാലിൽ ലഭിക്കുവാൻ 
ഒറിജിനൽ ദർഘാസ് ഫോറത്തിന്റെ വിലയും, രജിസ്റ്റേർഡ് 
തപാ ൽ ചാർജ്ജും ഉൾപ്പെടെ - 709 മണിയോർഡ റാ യി 
അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് ഫോറത്തിന്റെകൂടെ - 200 - ന്റെ 
കേരള മുദ്രപത്രത്തിൽ കരാർ എഴുതി സമർപ്പിക്കേണ്ടതാണ്. 
കേരളത്തിന് പുറത്തുള്ള സ്ഥാപന ങ്ങ ൾ ടെണ്ടർ ഫോറം 
തപാലിൽ ലഭിക്കാൻ ടെണ്ടർ ഫോറത്തിന്റെ വിലയുടെ കൂടെ 
കേരള മുദ്രപത്രത്തിന്റെ വിലയായ - 200 കൂടി അധികമായി 
അയച്ചുതരേണ്ടതാണ്. സാധനങ്ങൾ വിതരണ ഉത്തരവ് ലഭിച്ച് 
30 ദിവസത്തിനകം കോളേജിലെ അതാത് ഡിപ്പാർട്ടുമെന്റുകളിൽ 
സ്വന്തം ചെല വിൽ എത്തി ക്കേ ണ്ട താ ണ് . ഓരോ 
സാധനത്തിന്റെയും വില നിരക്കും വിൽപന നികുതിയും മറ്റ് 
ഉപാ ധി കളും പത്ഥ്യ ക മായി കാണി ക്കേ ണ്ട താ ണ് . 
വിലനില വാ ര ത്തിന് 31 - 3 - 2018 വരെ പബല്യമു ണ്ടാ യി രി 
ക്കുന്നതാണ്. 

ദർഘാസ് ഫോറത്തിന്റെ കൂടെ " നിര ത ദ വ്യ മായി , 
വിതരണം ചെയ്യാനുദ്ദേശിക്കുന്ന സാധനങ്ങളുടെ വിലയുടെ ഒരു 
ശതമാനം നിരക്കിൽ വരുന്ന തുകയ്ക്ക് പ്രിൻസിപ്പാളിന്റെ 
പേരിൽ എസ്. ബി . ഐ . മലപ്പുറം സിവിൽ സ്റ്റേഷൻ ബ്രാഞ്ചിൽ 
നിന്ന് മാറാവുന്ന ഡിമാന്റ് ഡ്രാഫ്റ്റ് അടക്കം ചെയ്യേണ്ടതാണ്. 
നിരതദ്രവ്യം അടയ്ക്കുന്നതിൽനിന്നും ഒഴിവാക്കിയിട്ടുണ്ടെങ്കിൽ, 
കമ്പനികൾ ഒഴിവാക്കിയ ഉത്തരവിന്റെ സാക്ഷ്യപ്പെടുത്തിയ 
പകർപ്പ് അടക്കം ചെയ്യേണ്ട താ ണ്. ഏറ്റവും ചുരുങ്ങിയ 
നിര ത ദ വ്യതുക - 1,500 . മതിയായ നിരതദ്രവ്യം അടക്കം 
ചെയ്യാത്ത ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. നിരതദ്രവ്യത്തിന് 
പലിശ ലഭിക്കുന്നതല്ല . വിശദവിവരങ്ങൾ ഓഫീസ് പ്രവൃത്തി 
സമയത്ത് നേരിട്ട് അന്വേഷിച്ച് അറിയാവുന്നതാണ്. 

-- യാതൊരു മുന്നറിയിപ്പും കൂടാതെ ദർഘാസ് മാറ്റുവാനോ 
റദ്ദാക്കുവാനോ ഉള്ള അധികാരം താഴെ ഒപ്പിട്ടിട്ടുള്ള ആളിൽ 
നിക്ഷിപ്തമാണ്. 
കുറിപ്പ്. - (1) ടാക്സ് സ്വീകരിക്കു ന്ന തുമായി ബന്ധപ്പെട്ട് 

ഏതെങ്കിലും തരത്തിലുള്ള മാറ്റം നില വിൽ 
വരുന്ന പക്ഷം ആ യത് ടെണ്ടർ ഫോറം 

വാങ്ങുന്ന ആളിൽ നിന്നും ഈടാക്കുന്നതാണ്. 
(2) ദർഘാസുകളിൽ സാധനങ്ങളുടെ വിലനിലവാരം 

ഡിപ്പാർട്ട്മെന്റ് വേർതിരിച്ച് നൽകേണ്ടതാണ്. 


3 


1 


PARALLEL BAR — Made of round tube 
powdered coating with broad base all 
of pure iron pipes ( ISO Certified 
Company Product). 


Government College, 
Ambalappuzha. 


( Sd.) 
Principal. 


ദർഘാസ് പരസ്യം 


[ നമ്പർ 02 / 2017 - 18) 
നമ്പർ എ1-998 /2017 / പ്ലാൻ. 

2017 ഒക്ടോബർ 23. 
മല പ്പുറം ഗവൺമെന്റ് കോളേജിലേക്ക് 2017 - 18 
സാമ്പത്തിക വർഷത്തിലെ പ്ലാൻ “ മോഡസേഷൻ ഓഫ് 
എഡ്യൂസാറ്റ് ക്ലാസ്സ് റൂംസ്” എന്ന സ്കീമിൽ - 2,84, 000 - ന് 
ലാപ്ടോപ്പ് കമ്പ്യൂട്ടർ വിതരണം ചെയ്യുന്നതിന് തയ്യാറുള്ളവരിൽ 
നിന്നും മുദ്രവച്ച ദർഘാ സു കൾ ക്ഷണിച്ചു കൊ ള്ളു ന്നു . 
ദർഘാസുകൾ അടക്കം ചെയ്ത കവറിനുമുകളിൽ “2017 - 18 
വർഷത്തിൽ പ്ലാൻ സ്കീമിൽ “ മോഡണൈസേഷൻ ഓഫ് 
എഡ്യൂസാറ്റ് ക്ലാസ്സ് റൂംസ് എന്ന ശീർഷകത്തിൽ ലാപ്ടോപ് 
കമ്പ്യൂട്ടർ വിതരണം ചെയ്യുന്നതിനുള്ള ദർഘാസ് എന്നെഴുതി 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് കോളേജ്, പി. ഒ. മുണ്ടുപറമ്പ്, 
മല പ്പുറം ജില്ല , കേര ളം , പിൻ കോ ഡ് - 676 509 എന്ന 
വിലാ സ ത്തിൽ അ യ യ് ക്കേ ണ്ട താ ണ്. ദർഘാ സു കൾ 
സ്വീകരിക്കുന്ന അവസാന തീയതി 13 -12 - 2017 ഉച്ചയ്ക്കു ശേഷം 
1 മണി വ രെ യാ കു ന്നു . ദർഘാ സു കൾ അന്നേദിവസം 


| [ No. 02/2017-18] 
- No. A1- 998/2017/ Plan. 

| 23rd October 2017. 
Sealed tenders are invited for the supply of 
Laptop Computer to the various Department of this 
College for total cost of - 2 ,84 ,000 under 2017 - 18 Plan 
Scheme. The envelope containing the tender 
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ദർഘാസ് പരസ്യം 


നമ്പർ എ2- 890 / 2017 . 


2017 നവംബർ 1. 


- കോഴിക്കോട് ഗവൺമെന്റ് ആർട്സ് ആന്റ് സയൻസ് 
കോളേജിലേക്ക് 2017 - 18 സ്റ്റാർട്ടിങ് ഓഫ് ന്യൂ കോഴ്സ് പ്ലാൻ 
ഫണ്ട്ഉപയോഗിച്ച് കോളേജിലെ ഫിസിക്സ് ലബോറട്ടറിയി 
ലേക്ക് വിവിധ ഉപകരണങ്ങൾ വിതരണം ചെയ്യുന്നതിനായി 
മുദ്ര വച്ച ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


- അടങ്കൽ തുക - 4,99,800. 

റിമാർക്സസ് വിശദമായ പെസിഫിക്കേഷൻ ഓഫീസിൽ 
ലഭ്യമാണ്. 


ഇനം 


എണ്ണം 


- കമ 
നമ്പർ 


should be superscribed Tender for the Supply of 
“ Laptop Computer under Plan Scheme Modernization of 
Edusat Class Rooms during 2017 - 18 ” and addressed to 
the Principal, Government College, Munduparamba P .O ., 
Malappuram District, Kerala, Pin -676 509. The last date of 
receipt of tender is at 1 p .m . on 13 - 12 - 2017 . Late tenders 
will not be accepted at any account. The tenders will be 
opened at 2. 30 p . m . on the same day. The intending 
tenderers may on application to the Principal to obtain 
the requisite tender form , in which tender should be 
submitted . The original tender form duly filled only will be 
accepted . 

Application for the tender form should be 
accompanied by a cash remittance of - 672 (including 
VAT) Rate of duplicate tender form is - 336 , which is 
price fixed for a tender form and which is not refundable 
under any circumstances. The tender forms are not 
transferable . Sale of tender forms will be closed at 
12 Noon on 13 - 12 - 2017. Cheques , Drafts, Postal Orders 
will not be accepted towards the cost of tender form , and 
the tender form will not be sent by V. P.P . Those who 
require tender forms by registered post should sent the 
cost of tender form · 709 including postal charges for 
registered post by money order. Every tender should be 
accompanied by an agreement in the Kerala Stamp Paper 
worth · 200. Those firms outside Kerala want to get 
tender form by post will be sent - 200 as cost of Kerala 
Stamp Paper along with the cost of tender form . The 
articles should be supplied with in 30 days on receipt of 
the purchase order in the concerned Department of this 
college at your expenses. 

The period of firmness of rate quoted will be upto 
31 - 3 -2018 . Rates, S . T. and condition of supply of articles 
should clearly be stated separately in respect of 
each of them . 

The tenders should be accompanied by an 
EMD 1 % (one percent) of the quoted value in the form 
of Demand Draft in favour of the Principal payable at SBI, 
Civil Station Branch , Malappuram . The minimum EMD 
should be · 1 ,500 . Tenders without sufficient EMD are 
liable to be rejected . EMD will not carry any interest. The 
firm who are exempted from furnishing EMD should be 
enclosed the attested copy of exemption order. More 
details can be had from the college office during the 
working days . 

The undersigned will have the right to cancel or 
extend the tender at any time without further notice . 


മൈക്കൽസൺ ഇന്റർഫെറോമീറ്റർ 
കമ്പ്യൂട്ടേഷൻ ലാബിലേക്ക് എയർ 
കണ്ടീഷണറുകൾ 5 സ്റ്റാർ 1.5 ടൺ 
2 കെ . വി . എ . യു . പി.എസ്. വിത്ത് ബാറ്ററി 
സിങ്കിൾ സോൺട്യൂബുലർ ഫർണ്ണസ് 
ഓട്ടോക്ലേവ് ഫോർ ഹൈഡോതെർമൽ 
ഫർണ്ണസ് 50 എം . എൽ. 
ഓട്ടോക്ലേവ് ഫോർ ഹൈഡോതെർമൽ 
ഫർണ്ണസ് 100 എം . എൽ. 
8085 മൈക്രോപ്രോസസ്സർ കിറ്റ് 
അൾട്രാസോണിക് അജിറ്റേറ്റർ 2,5 ലിറ്റർ 1 

എർത്ത് ഇൻഡക്റ്റർ വിത്ത് ട്രോങ് ബസ് 1 
10 ട്രാവലിങ് മൈക്രോസ്കോപ്പ് 


- 


2 


ദർ ഘാ സു കൾ അ യ യ് ക്കു ന്ന ക വ റിനു മുക ളിൽ 
കോഴി ക്കോട് ഗവൺമെന്റ് ആർട് സ് ആന്റ് സയൻ സ് 
കോളേജിലെ ഫിസിക്സസ്ലബോറട്ടറിയിലേക്ക് വിവിധ 
ഉപകരണങ്ങൾ വിതരണം ചെയ്യുന്നതിനുള്ള ദർഘാസ് എന്ന് 
ആലേഖനം ചെയ്യേണ്ടതും പിൻ സി എ ലിന്റെ പേരിൽ 
അയയ്ക്കേണ്ടതുമാകുന്നു. ദർഘാസുകൾ 30 - 11 -2017 - ന് ഉച്ചയ്ക്ക് 
12 മണിവരെ മാത്രം സ്വീകരിക്കു ന്ന തും അന്നേ ദിവസം 
2 മണിക്ക് ഹാജരുള്ള കരാറുകാരുടെ അംഗീകൃത പ്രതിനിധി 
കളുടെ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതുമാണ്. 

ദർ ഘാസ് ഫോറ ങ്ങ ൾ 30- 11 - 2017 - ന് ഉച്ചയ് ക്ക് 
11 മണിവരെ കോളേജ് ഓഫീസിൽനിന്ന് ലഭിക്കുന്നതാണ്. 
ദർഘാസ് ഫോറത്തിന്റെ വില നികുതിയുൾപ്പെടെ - 1,120- o 
( ° 1000 + GST 120 @ 12 %) ഡ്യൂപ്ലിക്കേറ്റ് കോപ്പിയുടെ വില 
നികുതിയുൾപ്പെടെ - 560 -ം ആണ്. തപാലിൽ ആവശ്യ 
മുള്ളവർ ദർഘാസ് ഫോറത്തിന്റെ വിലയും നികുതിയും 
രജി സ്റ്റേർഡ് തപാലിൽ ലഭി ക്കു ന്ന തി നു വേണ്ട തപാൽ 
ചാർജ്ജും അടക്കമുള്ള തുകയ്ക്ക് ( 1,170 ) മണിയോർഡർ 
അയയ് ക്കേ ണ്ട താ ണ്. ദർഘാസ് ഫോറ ങ്ങൾ കൈമാറ്റം 
ചെയ്യുവാൻ പാടുള്ളതല്ല. വിതരണം ചെയ്യേണ്ട സാധനസാമഗ്രി 
ക ളുടെ വിശ ദ വി വ ര ങ്ങൾ ദർഘാസ് ഫോറ ത്തി നൊപ്പം 
| ലഭിക്കുന്നതാണ്. 


Note : - (1) 


If there is any variation in the Tax occured, 
that will be applicable to those who collect 
the Tender form at that time. 
Price of the list of commodities are shown 
separately on basis of departments. 


Government College , 
Malappuram. 


| ( Sd.) 
Principal. 


Gaz. No. 46 /2017 /DTP (Stores Purchase ). 
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- ദർഘാസ് ഫോറ ത്തിനൊപ്പം - 2 00 - ന്റെ കേരള 
സർക്കാരിന്റെ മുദ്രപത്രത്തിൽ ഉടമ്പടിയും - 4 ,998 - ന്റെ 
( അടങ്കൽ തുകയുടെ 1 % ) നിരതദ്രവ്യവും നൽകേണ്ടതാണ്. 
നിശ്ചിത സമയപരിധിക്കു ശേഷം ലഭിക്കുന്നതും നിരതദ്രവ്യം 
കൂടെയില്ലാത്തതും മുദ്രപത്രത്തിൽ ഉടമ്പടി സമർപ്പിക്കാത്ത 
തു മായ ദർഘാസുകൾ നിരസിക്കു ന്നതാണ്. നിരതദ്രവ്യം 
ഒഴിവാക്കേണ്ടവർ ബന്ധപ്പെട്ട രേഖകൾ കൂടെ സമർപ്പിക്കേണ്ട 
താണ്. നികുതിയുൾപ്പെടെയുള്ള വിലയാണ് ദർഘാസിൽ 
രേഖ പ്പെ ടു ത്തേ ണ്ട ത് . തക്ക തായ കാരണം കൂടാതെ 
ദർഘാസുകൾ നിരസിക്കാനുള്ള അവകാശം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമാണ്. 


and registered postal charges ). 

An agreement in the prescribed form in Kerala 
Government Stamp Paper worth - 200 should be executed 
along with the tender, accompanied with an E .M . D . of 
- 4, 998 in the form of Demand Draft in the name of the 
undersigned from any Nationalized Bank . 

Sale of tender form will be closed at 11 a . m . 
30 - 11 - 2017 . Tenders without accompanied by the DD and 
the agreement in the Stamp Paper will not be accepted on 
any account. 

The Principal reserves the right to reject any or all 
tenders without any reason thereof. 


Govt. Arts & Science College , 
Kozhikode . 


| ( Sd.) 
Principal. 


No. A2- 890/2017. 

1st November 2017. 
Sealed tenders are invited for the purchase of 
Various Lab Equipments for the use in the Government 
Arts & Science College, Kozhikode for - 4, 99 , 800 under 
"22 02 - 03 - 103 -94-34- Starting of New Courses and 
Upgrading of Existing Courses Plan Fund 2017 -18” . 
Sl. No . Name of equipments 

Quantity 

Required 
Michelson interferometer 

1 No. 
Air Conditioners for computation 1 No. 
Lab , 5 star, 1.5 ton capacity 
| 2 KVA UPS with battery 

1 No. 
Single Zone Tubular Furnace 

1 No. 
Autoclave for hydrothermal 

1 No. 
furnace 50 ml. 


പുനർ ദർഘാസ് പരസ്യം 
[ നമ്പർ 1/ 2017- 18 ( പ്ലാൻ)] 


നമ്പർ എ3/ 545 -( 3)/ 2017 - 18 / കെ . എം . എം. 2017 ഒക്ടോബർ 25. 

- കണ്ണൂർ കൃഷ്ണ മേ നോൻ ഗവൺമെന്റ് വനിതാ 
കോളേജിൽ ഡെവലപ്മെന്റ് ഓഫ് ലാബ് & ലൈബറി 
( പ്ലാൻ ഫണ്ട്) പ്രകാരം 2017 - 18 വർഷ ത്തേക്ക് ലാബ് 
എക്യുപ്മെന്റ് സ് വിതരണം ചെയ്യുവാൻ താൽപര്യമുള്ളവരിൽ 
നിന്നും മുദ്രവെച്ച ദർഘാസുകൾ സ്വീകരിക്കുന്നതിനുള്ള 
അവസാന തീയതി 24 -11- 2017 വരെ ദീർഘിപ്പിച്ചിരിക്കുന്നു. 

അടങ്കൽ തുക - - 2,50, 000. 
നിരതദ്രവ്യം 1 % ( കുറഞ്ഞ തുക * 1,500) 
ടെണ്ടർ ഫോറത്തിന്റെ വില: 
ഒറിജിനൽ - - 500 + 60 = - 560. 


1 No . 


Autoclave for hydrothermal 
furnace 100 ml. 


2 Nos. 


1 No. 


8085 Microprocessor kit 
Ultrasonic Agitator 2 .5 Ltr. 
Earth inductor with strong base 
Travelling Microscope 


1 No. 


9 
10 


2 Nos. 


ഡ്യൂപ്ലിക്കേറ്റ് - - 250 + 30 = - 280. 
ദർഘാസ് വിൽക്കുന്ന അവസാന തീയതിയും സമയവും - 
24 - 11- 2017 , ഉച്ചയ്ക്ക് 1 മണി. 


ദർ ഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
സമയവും 24 - 11-2017, ഉച്ചയ്ക്ക് 2 മണി. 

- സ്വീക രിച്ച ദർഘാ സു കൾ തുറക്കുന്ന തീയതിയും 
സമയവും 24 - 11- 2017, 3 മണി. 


- മറ്റ് നിബന്ധനകൾ നേരത്തെ പ്രസിദ്ധീകരിച്ച ദർഘാസ് 
പരസ്യപ്രകാരമായിരിക്കുന്നതാണ്. 


Remarks - Detailed Specification will be get from 
Office. 

The envelops should be superscribed as tender for 
the supply of various lab equipments for the use in the 
Government Arts & Science College, Kozhikode and 
addressed to the undersigned . 

- Last date for the receipt of the tender is 30 - 11- 2017 
on 12 Noon and will be opened on the same day on 
2 p .m . Tenderer should submit their tenders in the 
prescribed form which can be had from the undersigned 
on cash payment or Money Order of - 1 , 120 ( - 1, 000 + 
GST (12 % ) - 120 (inclusive of all taxes) for original 
tender and - 560 for the duplicate . The tender forms are 
not transferable. The list of articles will be available with 
the tender form . Those who have required tender form by 
Registered Post, send - 1,170 ( Cost of tender form, GST 


| [ No . 1/2017-18 (Plan)] 


No. A3-545-(3)/2017-18/KMM. 25th October 2017. 

Competitive sealed tenders are invited for the supply 
of Lab Equipments to the Department of Physics and 
Chemistry under Development of Lab & Library ( Plan 
Scheme ) 2017- 18 of K . M. M . Govt. Women s College , 
Kannur for the year 2017 - 18 for an estimated cost of 
- 2 ,50, 000 extended up to 24- 11- 2017. 


398 


21st Nov . 2017 ). 


STORES PURCHASE 


Earnest Money Deposit - 1 % ( Minimum - 1 , 500) . 


( 2 ) 


(1 ) 
20 


Burner Tap 


21 


S .S Pinset 


Cost of tender form : 

Original - 500 + - 60 = - 560 ( GST 12 %). 

Duplicate - 250 + - 30 = 280 ( GST 12 %). 
Date and time of closing of sale of tender form 
24-11 -2017 , 1 p . m . 


2 


M. S . Pipe 


23 
24 


Last date and time of receipt of tender form 
24 -11 -2017, 2 p . m . 


25 
26 


S .S . Pipe 
Magnetic stirrer (Remi2 Ltr . Stirrer 
- with Hotplate ) 

Kipps apparatus Glass 500 ml 
UPS : 5 KVA /120V UPS with ten 

120 AH tubular battery ( input: 160 - 270V 
- single phase , output :230V ) 


Date and time of opening of tender 
24-11- 2017, 3 p. m . 

All other conditions mentioned in the Tender Notice 
published earlier are same. 


Krishna Menon Memorial 
Govt. Womens College , 
Kannur. 


( Sd.) 
Principal. 


SPECIFICATIONS 


ദർഘാസ് പരസ്യം 


Item with Specifications 


01. 


S . 
No. 
(1) 


1 


2 


Carey Fostes bridge ( Teak Wood frame with 
steel screws having good quality ) 
Fly Wheel with steel axie 
Analog DC ammeter : 0 - 1A 


2 
3 


4 


Analog DC milli ammeter: 0 - 20 mA 


5 
6 
7 


Analog DC voltmeter: 0 -5V 
Analog DC voltmeter: 0 -1V 
Mercury (500 gram ) 


| [No. 04 /2017- 18/പ്ലാൻ) 
നമ്പർ എ3- 1036/ 2017 . 

2017 ഒക്ടോബർ 23. 
കാസർഗോഡ് ഗവൺമെന്റ് കോളേജിലെ റിസർച്ച് 
സെന്റ റി ലേക്ക് 2017 - 18 സാമ്പത്തിക വർഷ ത്തേക്ക് 
“ മോഡേണൈസേഷൻ ഓഫ് എഡ്യൂസാറ്റ് ക്ലാസ് റൂം ആന്റ് 
പി. ജി . ക്ലാസ് റൂം ( പ്ലാൻ) ” എന്ന ശീർഷകത്തിൽ - 1,77,755- ന്റെ 
വിവിധ ഡിപ്പാർട്ടുമെന്റുകളിലേക്ക് “ പാജെക്ടറുകൾ, 
യു . പി .എസ്., ആംപ്ലി ഫ യർ, മാഗ്നറ്റിക് വൈറ്റ് ബോർഡ് 
എന്നിവ വിതരണം ചെയ്യുന്നതിനുള്ള മുദ്രവെച്ച ദർഘാസുകൾ 
ക്ഷണിക്കുന്നു. ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനുപുറത്ത് 
“ മോഡേണൈസേഷൻ ഓഫ് എഡ്യൂസാറ്റ് ക്ലാസ് റൂം ആന്റ് 
പി. ജി. ക്ലാസം” പാജെക്ടറുകൾ, യു . പി.എസ്., ആംപ്ലിഫയർ, 
മാഗ്നറ്റിക് വൈറ്റ് ബോർഡ്എന്നിവ വിതരണം ചെയ്യുന്നതിനുള്ള 
ദർഘാ സ് 2017 - 18 ( പ്ലാൻ) എന്നെഴുതി പ്രിൻസിപ്പാൾ, 
ഗവൺമെന്റ് കോളേജ്, കാസർഗോഡ്, പി . ഒ . വിദ്യാനഗർ, 
പിൻ - 671 123 എന്ന വിലാസത്തിൽ അയയ്ക്കേ ണ്ട താ ണ്. 
ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതി 24- 11 - 2017 - ന് 
ഉച്ചയ്ക്ക് 1 മണിയാണ്. വൈകി എത്തുന്ന ദർഘാസുകൾ 
യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ 
അന്നേദിവസം ഉച്ചയ്ക്ക് 2 മണിക്ക് അപ്പോൾ ഹാജരുള്ള 
ദർഘാസുകാരുടെയോ ദർഘാസുകാർ അധികാരപ്പെടുത്തിയ 
പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 


8 


Manifold 2x1 


- 9 


F Valve 


10 
11 
12 


Clickon Adapter 
Cylinder Pigtail 
Copper Cylinder Pigtail 


13 


Pressure Regulator 


| 14 


Main Valve 


15 


Lever Valve 


16 


3/8 adapter 


17 


Burner Pigtail 


ദർഘാസിനുള്ള അപേക്ഷ 13 - 11- 2017 രാവിലെ 10 മുതൽ 
24 -11-2017 രാവിലെ 11 മണിവരെ ലഭിക്കുന്നതാണ്. ഫോറങ്ങൾ 
ലഭി ക്കു വാ ൻ പിൻ സി പ്പാൾ, ഗവൺമെന്റ് കോളേജ്, 
കാസർഗോഡ്, പി . ഒ . വിദ്യാ ന ഗർ , പിൻ - 671123 എന്ന 
വിലാസത്തിൽ അപേക്ഷിക്കേണ്ടതാണ്. അപേക്ഷയോടൊപ്പം 
ദർഘാസ് ഫോറത്തിന്റെ വില ജി . എസ്. ടി . നികുതിയടക്കം 
- 448 (ദർഘാസ് ഫോറത്തിന്റെ വില - 400 + 12 % ജി.എസ്. ടി .) 


18 


Terminal Block 


19 


Bunshen Burner 
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പണമായി ഒടുക്കേണ്ടതാണ്. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം of - 498 [ S 50 ( Postal charge )] by Money Order. 
ചെയ്യുവാൻ പാടില്ല . 

Application for tender form , to be sent by post, will be 

entertained only up to 20 - 11 -2017 . 
ദർഘാസ് ഫോറ ത്തിന്റെ വില ചെക്ക്, ഡാ ഫ് റ്റ് 
എന്നിവയായി സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം രജിസ്റ്റേർഡ് 

- Rates and conditions for the supply of “Projector, 
തപാലിൽ ലഭിക്കുവാൻ - 498 (ദർഘാസ് ഫോറത്തിന്റെ 

UPS , Amplifier and Magnetic Whiteboard” maximum period 
വില - 448 + തപാൽ ചാർജ്ജ് - 50 ) മണിയോർഡ റായി 

required for the delivery of articles should clearly be 
അയയ്ക്കേണ്ടതാണ്. തപാൽവഴി ദർഘാസ് ഫോറത്തിനുള്ള 

- mentioned. The rates should remain stable till 31- 3- 2018 . 
അപേക്ഷ 20 - 11 -2017 - ന് ഉച്ചയ്ക്ക് 1 മണിവരെ മാത്രമേ 

Every tender should be accompanied by an 
സ്വീകരിക്കുകയുള്ളൂ. ഉപകരണങ്ങൾ വിതരണം ചെയ്യുന്നത് 

agreement (Appendix X of SPM ) in Kerala Stamp Paper 
സംബ ന്ധിച്ച നി രി ക്കു കളും നിബ ന്ധ നകളും വിതരണം 

worth - 200 and an E . M.D . of 1 % of the quoted value in 
ചെയ്യുവാനെടുക്കുന്ന പരമാവധി കാലാവധി എന്നിവ വ്യക്തമായി 

the form of D . D . in favour of the Principal, Government 
പരാ മർശിക്കേ ണ്ട താ ണ് . നിരക്കുകൾക്ക് 31 - 3 - 2018 വരെ 

College , Kasaragod. 
സ്ഥിരതയുണ്ടായിരിക്കണം. ദർഘാസിന്റെ കൂടെ - 200 - ന്റെ 
കേരള സ്റ്റാമ്പ് പേപ്പറിലുള്ള സമ്മതപത്രവും നിരതദ്രവ്യമായി - Tender without E . M.D . will be rejected, but will be 
മൊത്തം വില യുടെ ഒരു ശതമാനം നിര ക്കിൽ വരുന്ന entertained from the firms which are exempted from 
തുകയ്ക്ക് പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് കോളേജ്, കാസർഗോഡ്, furnishing E .M .D . on production of clear documentary 
വിദ്യാ നഗർ പി. ഒ . എന്ന പേരിൽ ഡി . ഡി . - യും അടക്കം evidence . 
ചെയ്യേണ്ടതാണ്. നിരതദ്രവ്യം അടക്കം ചെയ്യാത്ത ദർഘാസുകൾ 
സ്വീകരിക്കുന്നതല്ല. കേരള സർക്കാർ സ്റ്റോർസ് പർച്ചേസ് 

The undersigned reserves the right to extend , cancel 
ഡിപ്പാർട്ടുമെന്റ്മുഖേന രജിസ്റ്റർ ചെയ്തിട്ടുള്ള നിരതദ്രവ്യം 

or reject the tenders without assigning any reason 
സമർപ്പിക്കുന്നതിൽ നിന്ന് ഒഴിവാക്കപ്പെട്ടിട്ടുള്ള സ്ഥാപനങ്ങൾ 

thereof. 
മതി യായ രേഖകൾ ഹാജ രാ ക്കു ന്ന പക്ഷം നിര ത ദ വ്യം 

Government College, 

( Sd.) 
ഒടുക്കേണ്ടതില്ല . 

Kasaragod . 

Principal. 
യാതൊരു കാരണവും ബോധിപ്പിക്കാതെ തന്നെ ദർഘാസ് 
തീയതി ദീർഘിപ്പിക്കുവാനോ റദ്ദാക്കുവാനോഉള്ള അധികാരം 

ദർഘാസ് പരസ്യം 
താഴെ ഒപ്പിട്ടിട്ടുള്ള ഉദ്യോഗസ്ഥനിൽ നിക്ഷിപ്തമാണ്. 

[ നമ്പർ 05/2017 -18 / ബാക്ക് ടു ലാബ് 
- [ No. 4/ Plan 2017- 18] 

നമ്പർ എ3- 754 / 2017. 

2017 ഒക്ടോബർ 23. 
No. A3/ 1036/2017. 

| 23rd October 2017 . 

കാസർഗോഡ് ഗവൺമെന്റ് കോളേജിലെ കെമിസ്ട്രി 
Sealed competitive tenders are invited for the 

ലാബിലേക്ക് 2017 - 18 സാമ്പ ത്തിക വർഷത്തേക്ക് 
supply “ Projector, UPS , Amplifier and Magnetic “ ബാക്ക് ടു ലാബ് എന്ന ശീർഷകത്തിൽ - 3,72,000- ന്റെ ലാബ് 
Whiteboard for an amount of S 1 ,77 , 755 for the various - ഉപ ക ര ണ ങ്ങൾ വിതരണം ചെയ്യു ന്ന തി നുള്ള മുദ്രവച്ച 
Departments of Government College , Kasaragod under ദർഘാസുകൾ ക്ഷണിക്കുന്നു. ദർഘാസ് അടക്കം ചെയ്യുന്ന 
State Plan - 2017 - 18 under Modernization of EDUSAT Class കവറിനു പു റത്ത് “കാസർഗോഡ് ഗവൺമെന്റ് കോളേജ് 
Room and PG Class Rooms. 

കെ മിസ് ടി ലാബി ലേക്ക് ലാബ് ഉ പ ക ര ണ ങ്ങളും 
The tender should be superscribed “ Tender for the 

കെമിക്ക ലുകളും വിതരണം ചെയ്യുന്ന തിനുള്ള ദർഘാ സ് 
supply of Projector, UPS , Amplifier and Magnetic 

2017 - 18 ” എന്നെഴുതി പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് കോളേജ്, 
Whiteboard ” under State Plan Fund 2017 - 18 and 

കാസർഗോഡ്, പി . ഒ . വിദ്യാ ന ഗർ, പിൻ - 671 123 എന്ന 
addressed to the Principal, Government College, Kasaragod , 

വിലാ സ ത്തിൽ അ യ യ് ക്കേ ണ്ട താ ണ്. ദ ർ ഘാ സു കൾ 
Vidyanagar P. O ., Kasaragod -671 123 . 

സ്വീകരിക്കുന്ന അവസാന തീയതി 28 - 11 - 2017 - ന് ഉച്ചയ്ക്ക് 

1 മണിയാണ്. വൈകി എത്തുന്ന ദർഘാസുകൾ യാതൊരു 
The sale of tender form will be start on 13 - 11- 2017 , 

കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ അന്നേ 
sale of tender form will be closed at 11 a .m . on 24 - 11 -2017 , 

ദി വസം ഉച്ചയ്ക്ക് 2 മണിക്ക് അ പ്പോൾ ഹാജരൂള്ള 
the last date and time for receive the tender will be at 

ദർഘാസുകാരുടെയോ ദർഘാസുകാർ അധികാരപ്പെടുത്തിയ 
1 p. m . on the same day. 

പ്രതിനിധികളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
- Tender will be opened at 2 p. m . on 24 -11 - 2017 in the 

ദർഘാസിനുള്ള അപേക്ഷാ ഫോറങ്ങൾ ലഭിക്കുവാൻ 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. Late 

പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് കോളേജ്, കാസർഗോഡ്, പി. ഒ . 
tender will not be accepted on any account. 

വിദ്യാനഗർ, പിൻ - 671 123 എന്ന വിലാസത്തിൽ അപേക്ഷിക്കേണ്ട 

താ ണ്. അപേക്ഷയോ ടൊപ്പം ദർഘാസ് ഫോറത്തിന്റെ 
The application for tender form should be 

നികുതിയ ടക്കം - 896 (ദർഘാസ് ഫോറ ത്തിന്റെ വില 
accompanied by a cash remittance of ^ 448 being the cost 

800 + 12 % ജി.എസ്. ടി .) പണമായി ഒടു ക്കേ ണ്ട താ ണ് . 
of tender form including GST (cost of tender form 

ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യുവാൻ പാടില്ല . 
- 400 + GST @ 12 % ). Tender forms are not transferable . 

- ദർഘാസ് ഫോറ ത്തിന്റെ വിൽപ്പന 28 - 11 - 2017 - ന് 
- Cheques, D .D . or the Postal Orders etc. will not be 

11 മണിക്ക് അവസാനിക്കും. ദർഘാസ് ഫോറത്തിന്റെ വില 
accepted towards the cost of tender form . Those who 

ചെക്ക്, ഡാഫ്റ്റ് എന്നിവയായി സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് 
require the tender form by post, should send an amount 

ഫോറം രജിസ്റ്റേർഡ് തപാലിൽ ലഭിക്കാൻ - 946 (ദർഘാസ് 
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ഫോറത്തിന്റെ വില - 89 6 + തപാൽ ചാർജ്ജ് - 50 ) 
മണിയോർഡറായി അയക്കേണ്ടതാണ്. തപാൽവഴി ദർഘാസ് 
ഫോറ ത്തിനുള്ള അപേക്ഷ 23 - 11 - 2017 - ന് വൈകു ന്നേരം 
5 മണിവരെ മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. ഉപകരണങ്ങൾ 
വിത രണം ചെയ്യു ന്നതു സംബന്ധിച്ച നി രി ക്കു കളും 
നിബന്ധനകളും വിതരണം ചെയ്യുവാനെടുക്കുന്ന പരമാവധി 
കാലാവധി എന്നിവ വ്യക്ത മായി പരാമർശിക്കേണ്ടതാണ്. 
നിരക്കുകൾക്ക് 31- 3 - 2018 വരെ സ്ഥിരതയുണ്ടായിരിക്കണം. 
ദർഘാസിന്റെ കൂടെ - 200 - ന്റെ കേരള സ്റ്റാമ്പ് പേപ്പറിലുള്ള 
സമ്മതപത്രവും നിരതദ്രവ്യമായി മൊത്തം വിലയുടെ ഒരു 
ശത മാനം നിരക്കിൽ വരുന്ന തുകയ്ക്ക് പിൻ സിപ്പാൾ, 
ഗവൺമെന്റ് കോളേജ്, കാസർഗോഡ്, വിദ്യാനഗർ പി . ഒ . 
എന്ന പേരിൽ ഡി . ഡി . - യും അടക്കം ചെയ്യേണ്ട താ ണ്. 
നിരതദ്രവ്യം അടക്കം ചെയ്യാത്ത ദർഘാസുകൾ സ്വീകരിക്കു 
ന്നതല്ല. കേരള സർക്കാർ സ്റ്റോർ പർച്ചേസ് ഡിപ്പാർട്ടുമെന്റ് 
മുഖേന രജിസ്റ്റർ ചെയ്തിട്ടുള്ള നിരതദ്രവ്യം സമർപ്പിക്കുന്നതിൽ 
നിന്ന് ഒഴിവാക്കപ്പെട്ടിട്ടുള്ള സ്ഥാപനങ്ങൾ മതിയായ രേഖകൾ 
ഹാജരാക്കുന്നപക്ഷം നിരതദ്രവ്യം ഒടുക്കേണ്ടതില്ല . 

യാതൊരു കാരണവും ബോധിപ്പിക്കാതെ തന്നെ ദർഘാസ് 
തീയതി ദീർഘിപ്പിക്കുവാനോ റദ്ദാക്കുവാനോഉള്ള അധികാരം 
താഴെ ഒപ്പിട്ടിട്ടുള്ള ഉദ്യോഗസ്ഥനിൽ നിക്ഷിപ്തമാണ്. 


The last date and time for the receipt of the tender 
- will be at 1 p . m . on 28 - 11 - 2017 and the same will be 
opened at 2 p .m . on the same day in the presence of 
such of the tenderers or their authorized representatives 
who may be present at that time. Late tender will not be 
accepted on any account. 

The application for tender form should be 
accompanied by a cash remittance of - 896 being the cost 
of tender form including GST (cost of tender form 
- 800 + GST @ 12 %). Tender forms are not transferable. 
Sale of tender form will be start on 15 - 11 - 2017 and sale of 
tender form is closed at 11 a.m . on 28 - 11- 2017 . 

Cheques, D . D . or the Postal Orders etc . will not be 
accepted towards the cost of tender form . Those who 
require the tender form by post, should send an amount 
of S 946 [ - 50 ( Postal charge )] by Money Order. 
Application for tender form , to be sent by post, will be 
entertained only up to 23 -11-2017. 

Rates and conditions for the supply of “ Lab 
Equipments and Chemicals” maximum period required for 
the delivery of articles should clearly be mentioned . The 
rates should remain stable till 31- 3 - 2018 . 

Every tender should be accompanied by an 
agreement (Appendix X of SPM ) in Kerala Stamp Paper 
worth · 200 and an E .M . D . of 1 % of the quoted value in 
the form of D . D . in favour of the Principal, Government 
College, Kasaragod . 

Tender without E .M . D . will be rejected , but will be 
entertained from the firms which are exempted from 
furnishing E .M . D . on production of clear documentary 
evidence . 

The undersigned reserves the right to extend , cancel 
or reject the tenders without assigning any reason 
thereof. 


| [ No. 05/2017- 18/ Back to Lab) 
No. A3-754 /2017. 

- 23rd October 2017. 
Sealed competitive tenders are invited for the 
supply of “ Lab Equipments and Chemicals ” for an 
amount of - 3 , 72 ,000 to the Chemistry Lab , Govt. 
College , Kasaragod under Back to Lab Programme of 
Kerala State Council for Science Technology and 
Environment Thiruvananthapuram under Back to Lab 
Programme. 

The tender should be superscribed “ Tender for the 
supply of Lab Equipments and Chemicals to Chemistry 
Department under Back to Lab Programme 2017 -18 and 
addressed to the Principal, Government College, Kasaragod , 
Vidyanagar P. O ., Kasaragod -671 123 . 


( Sd.) 
Principal. 


Government College , 

Kasaragod. 
Fire and Rescue Services Department 

e - TENDER NOTICES 


( 1) 


No. M1- 10784/2017. 

25th October 2017. 
e - Tender in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 25 Nos . of Fire Fighting Portable Pump as per the 
specifications of Fire and Rescue Services Department. The tender is to be submitted as e - tenders through 
https:// etenders. kerala .gov.in . Since this is an e- tender, only those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC ) can participate in the tender . 

E - Tender document and other details can be obtained from the above e -portal. 


The tender has two parts . 


- 1. Technical bid . 

2. Financial bid (BOQ). 
Gaz. No. 46 / 2017 /DTP (Stores Purchase). 
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Tender No. with PAC — KFRS - E - Tender No. 08 /2017 -18 / SN — 175 Lakhs. 


Closing date and time of e -tender — 25 - 11 - 2017 , 4 p . m . 


Date and time of Pre Bid Meeting — 3 - 11-2017, 11 a. m . 
Last date and time of receipt of e-tender — 25 - 11 -2017, 4 p . m . 


Date of presentation — 30 -11-2017, 12 . 30 p. m . 
Date and time of opening of e -tender: 

1. Technical bid — 29 - 11- 2017 , 11 a . m . 

2 . Financial bid — 30 -11-2017, 11 a. m . 
Cost of e-tender ( online submission ) · 25, 000 + G .S . T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31-3 - 2018 . 
EMD — 1 % of PAC in online payment. 


Security Deposit — 5 % of total contract amount inclusive of EMD. To be furnished as bank guarantee of a scheduled 
bank. 


Period of supply — Within 90 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https :// etenders.kerala. gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options- State Bank of India SBI Net banking payment, payment through NEFT from other banks to the payment gateway 
of SBI. 


For obtaining Digital Signature Certificate (DSC ) and necessary portal enrollment bidders can visit the website 
https:// etenders .kerala.gov.in . 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to be 
a holiday /due to internet failure the tender will be opened in the next working day , at the same time. 


The tenderer , or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed , with necessary documents and presentations on all the technical aspects of the equipment and 
accessories for the total understanding and verification of the technical committee . 


The price of the e-tender form shall be received only through online payment SBI/SBI NEFT. 


The cost should be quoted in Indian currency only. The tender has two covers : 

• Technical cover 

• Financial cover 
The first cover ie. the technical cover shall be uploaded with the following documents. 

1. Scanned copy of Departmental Technical specification of the product intended to supply duly 
signed and stamped by the bidder. 

The Bidder should sign , stamp and upload the Departmental Technical Specification as such , along with the tender . 
Uploading the Duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation 

In case of any deviation from the Departmental Technical Specification , the bidder shall fill and upload specification 
compliance statement in the following proforma, clearly marking the details of deviation . The committee will check the 
admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation proposed by 
the bidder is acceptable for the Departmental Technical Committee . Deviations, if any , shall be strictly marked in the 
Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance Statement and no 
marking is made in the column provided for marking deviation in the statement, it will be treated as the applicant is ready 
to supply the product as per the Departmental Technical Specification without any deviation . 
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Specification Compliance Statement for Fire Fighting Portable Pump 


SI. 
No. 


Details of the product offered 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ™ 200 . 
3. Brochure of the product intended to supply . 
4 . Work Experience Certificate O .E .M . Authorisation Letter and other relevant details . 
5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this department. 


I, .................. (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me any of my partner/s or any of my directors, in connection with fabrication / supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/PSUs in Kerala . 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any . They can clarify 
their doubts by sending an e -mail to hq. frs @ kerala .gov .in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 


Tender Opening and evaluation 

( a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipments and accessories for the 
full understanding of the Head Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e - tenders the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e-tender. 

(c ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

(d ) The financial bid belonging to those dealers/ suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 

(e) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee (Finance ) for consideration . 

The bidder should upload all the supporting documents along with the Technical cover 

(f) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp Paper 
worth · 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchers / Photograph of the item intended to 
supply , 0 . E .M . Authorisation Letter and other documents shall be produced before the undersigned soon after the 
financial bid opening . 

(g ) After opening the financial bid , financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site , only after consultaion with the DPC . The decision of the DPC will be final 
on the admissibility of the tender and thereafter awarding of the contract. 

(h ) The right of acceptance or rejection of e- tender or cancelling the tender without assigning any reason , 
at any stage of tendering , is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him . 

The rules and regulations prescribed for e -tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender he /she can send email to dt. frs @ kerala. gov.in or Fax to 0471 - 2337422. 
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Details with respect to the e-tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https//etenders. kerala.gov.in . 

Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court . 


Specification for Fire Fighting Portable Pump 


General : 


• The Pump shall be capable of being used for firefighting operations and de-watering purposes . 


Technical Specification : 

• It shall be self containing engine driven unit. 
• Weight Not more than 90 Kg. (Including Battery & Oil ). 
• The overall dimensions should be approax. 700 mmx650 mmx675 mm . 
• The Frame should be of Stainless Steel, full wrap around for maximum protection of the pump components 

with 4 foldable / collapsible carrying handles and provided with antivibration pads . 
• The pump should have relevant EN /UL certification standards. 


Engine : 


• It should be 4 stroke Petrol Engine. 
• Engine Power : Not less than 18 HP. 
• Fuel Tank capacity : Not less than 7.5 liters 
• The engine shall be air -cooled 
• It should have both Electric Self Start and Recoil Type Rope Start. It should be provided with arrangement 

for battery charging . 
• Preferable make : Briggs & Stratton / Vanguard /Honda or equivalent. 


Pump: 


The Pump should be a single stage centrifugal unit where as its pump shaft is coupled directly to the engine. 
The pump casing should be designed to afford easy access to the impeller and to facilitate quick dismantling and 

inspection . The outer face of the pump casing carries the suction and the delivery connections and their 

fittings and priming device . 
The pump shall be fitted with Carbon Ceramic mechanical gland of self adjusting type . 
The pump suction should be fitted with 75 mm /100 mm male round thread and shall be provided with blank cap . 
The round threads shall conform to Table 3 of IS : 902 -1974 . 
The delivery should be provide with screw down type valve and shall be fitted with 63 mm female instantaneous 
coupling and blank cap . 


Pump Performance : 


Out put Not less than 800LPM @ 5 Bar (At a suction lift of not less than 3 meter ) 


Primer : 


Suitable primer which is capable of lifting the water from the depth of seven meters within 30 seconds at NTP 
condition should be provided . The priming system should be simple and shall be operated by a single person . 
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Controls and Instruments: 


The control Panel should include the following : 


Hand Throttle 


Ignition Switch 
Adjustable LED flood Light. 
The Gauge Panel shall include: 


Pressure gauge 
Compound gauge 


Accessories : 


Each set of portable pump should be supplied with the following items. 


1. 


Suction hose of suitable diameter (75 mm / 100 mm as per the pump inlet dia.) duly binded in 3 meters length 
complete with GM suction coupling : 3 Nos. 


2. 


GM suction Strainer : 1 No . 


3. Suction Wrench ( Universal Type )- 1 Pair. 


4 . 


Basket Strainer- 1 No . 


5. 


Canvas cover. (to Cover up the pump)- 1 No. 


Tool Kit- 1 set: 


A tool kit comprising of all essential tools required for maintenance of the pump consisting of the following. 


1. 


Double End Spanner — 1 Set (6 Nos.) 


2. 


Insulated cutting pliers — 1 No. 


3. Ring Spanner - 1 Set (6 Nos .) 


4 . Nose pliers— 1 No . 


5. Monkey Pliers — 1 No. 


6 . 


Screw Driver — 2 Nos. 


7 


Small metallic box - 1 No. (to carry all tools). 


SI 


Workmanship and finish : 


All the parts shall be of good workmanship . 


The pump should be painted in Fire Red colour. 


The pump frame shall be polished stainless steel. 


Test : 


The pump will be put to four hours Endurance test continuously and deep lift test from a depth of 7 mtrs . 


Gaz. No . 46/2017 /DTP (Stores Purchase ). 
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Markings : 


Each pump should be clearly and permanently marked with the following information : 


co 


Manufacturer name and trade mark 
Type of Engine and Pump 


é 


o 


Serial Number 


ö 


The output of the pump in 1 pm @ 5 Bar Pressure 


Weight of the pump 


4 


Year of manufacture 


g. 


Instructions for operations of the pump. 


Operation Manual: 


A complete operation , maintenance and detailed spare parts manual shall be supplied . 


CONDITIONS 


: Pamphlets , Photograph , Drawings, CD etc. 


1. Essential documents to be 

submitted along with the Tender 


2 . Period of delivery 


: Within 90 days from receipt of supply order. 


3. F.O .R . 


: 


Thiruvananthapuram . 


4 . Payment 


100 % Payment against delivery at Thiruvanthapuram and acceptance by 
an acceptance committee . 


5 . Warranty 


: 


A Warranty of 24 months from the date of acceptance of the item . 


6 . Other Special Conditions : 


EMD - 1 % of PAC in online payment. 


Full stock / spares and technicians shall be available in India and services should be available for any repair 
or maintenance within 48 hours of a call from this department. 


Security Deposit 5 % of total contract amount to be furnished as mentioned in the Notice inviting e - Tender, 
which will be released after the expiry of the warrantee period . 


Any firm whose proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted and 
pending trial at court in connection with fabrication /supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating in this 
tender. 


Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire and 
Rescue Services or its supervisory levels in the Government will be disqualified . 


Tenderer must produce Pump Manufacturers (OEM ) authorization letter confirming uninterrupted supply, full 
compliance with tender specifications, and spares back up for 10 years after receipt of the Pump by the 
Department, along with Technical bid . The bidder shall have supplied more than 15 Portable pumps in last 
3 years and documentory evidence i.e. Purchase orders etc . shall be unloaded along with the technical bid , 
otherwise offer will be liable to reject. 
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rs 


(2 ) 
No.M1- 11619 /2017 . 

25th October 2017. 
nder in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 100 numbers of BA set as per the specifications of Fire and 
Rescue Services Department. The tender is to be submitted as e -tenders through https:// etenders.kerala. gov. in . Since this 
is an e- tender, only those bidders who have enrolled in the above portal with their own Digital Signature Certificate 
(DSC ) can participate in the tender. 

E - Tender document and other details can be obtained from the above e -portal . 
The tender has two parts . 

1. Technical bid . 

2. Financial bid (BOQ ). 
Tender No . with PAC — KFRS - e - Tender No . 12 /2017 - 18 / SN — · 125 Lakhs. 
Closing date and time of e- tender — 25 -11- 2017, 4 p. m . 
Date of Pre Bid Meeting — 3 -11 -2017 , 11 a . m . 
Last date and time of receipt of e-tender — 25- 11-2017 , 4 p. m . 
Date of presentation — 30 -11-2017 , 11.30 a . m . 
Date and time of opening of e -tender : 

1. Technical bid — 29-11- 2017 , 11 a. m . 

2. Financial bid — 30 -11-2017 , 11 a. m . 
Cost of e-tender (online submission ) · 18 ,800 + G .S . T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31-3 -2018 . 
EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount inclusive of EMD . To be furnished as bank guarantee of a scheduled 
bank . 

Period of supply — Within 120 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https:// etenders.kerala .gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options — State Bank of India SBI Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBI. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https :// etenders.kerala . gov.in . 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to be 
a holiday / due to internet failure the tender will be opened in the next working day, at the same time. 


The tenderer, or his representative , shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed , with necessary documents and presentations on all the technical aspects of the equipment and 
accessories for the total understanding and verification of the technical committee . 

The price of the e- tender form shall be received only through online payment SBT/SBI NEFT. 


The cost should be quoted in Indian currency only. The tender has two covers: 

• Technical cover 
• Financial cover 


The first cover i.e. the technical cover shall be uploaded with the following document. 
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1. Scanned copy of Departmental Technical specification of the product intended to supply duly 
signed and stamped by the bidder. 

The Bidder should sign , stamp and upload the Departmental Technical Specification as such , along with the tender. 
Uploading the Duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation . 

In case of any deviation from the Departmental Technical Specification , the bidder shall fill and upload specification 
compliance statement in the following proforma, clearly marking the details of deviation . The committee will check the 
admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation proposed by 
the bidder is acceptable for the Departmental Technical Committee . Deviations, if any , shall be strictly marked in the 
Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance Statement and no 
marking is made in the column provided for marking deviation in the statement, it will be treated as the applicant is ready 
to supply the product as per the Departmental Technical Specification without any deviation . 


Specification Compliance Statement for BA Set 


Sl. 
No . 


Details of Departmental 
Technical Specification 


Details of the product offered 


Deviation from Departmental 
Technical Specification , if any 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 
3. Brochure of the product intended to supply . 
4. Work experience certificate O .E . M . Authorisation Letter and other relevant details. 
5 . Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication / supply of similar product made earlier to this Department. 


I .................. (Name, Address , firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me any of my partner/s or any of my directors , in connection with fabrication /supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/ PSUs in Kerala . 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters , Thiruvananthapuram on the date and 
time as mentioned above . Bidders can participate in the pre bid meeting and clarify their doubts , if any. They can clarify 
their doubts by sending an e -mail to hq . frs @ kerala . gov .in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 


Tender Opening and evaluation 

( a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the equipment and accessories for the full 
understanding of the Head Office Purchase Committee ( Technical) on the date specified . 

(b ) Sample of BA set should be produced before the committee for Technical Evaluation , which would be 
subjected to test by the departmental personnel. Technical expert of Bidder should be available for explaining all the 
aspects of the item . 

(c ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e -tenders the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of equipment submitted with the e -tender. 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

( e ) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment 
as required above by Kerala Fire & Rescue Services Department alone will be considered . 
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(f) On finalization of technical evaluation , the second cover i.e . the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee ( Finance ) for consideration . 

The bidder should upload all the supporting documents along with the Technical cover 

(g) The originals of Technical specification compliance statement of the product, agreement in kerala stamp paper 
worth · 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchs/ Photograph are of the item intended to 
supply , O .E .M . Authorisation Letter, and other documents shall be produced before the undersigned soon after the 
financial bid opening . 

(h ) After opening the financial bid , financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site , only after consultaion with the DPC . The decision of the DPC shall be final 
on the admissibility of the tender and thereafter awarding of the contract. 

(i) The right of acceptance or rejection of e- tender or cancelling the tender without assigning any reason , 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him . 

(j) The rules and regulations prescribed for e -tenders by the Government of Kerala/ Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender he/ she can send email to dt. frs @ kerala. gov. in or Fax to 0471-2337422 . 

(k ) Details with respect to the e -tender and the details of specifications of the item to be purchased can be 
obtained from the e -tender website https:// etenders. kerala . gov. in 

(1) Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 


Specification for Self Contained Breathing Apparatus 


1 . General Requirements : 

• The set shall be self-contained open circuit type compressed air breathing apparatus fully conforming 

to EN -137 CLASS II: 2006 standards. 
• The BA set shall have self -contained air cylinder, back plate, face mask lung demand regulator, pressure 

reducing valve , pressure hoses , warning whistle unit etc. for safe use . 
• The compressed air breathing apparatus shall be so designed that it should operate in any harsh environment 

and must be capable to with stand the rough use of fire brigade. Also the wearer could breathe comfortably, 

without any risk of poisonous gas entering the breathing circuit from the surrounding environment. 
• The maximum duration of the set shall not be less than 45 minutes. 
• The main valve of the air cylinder shall be so arranged that it can be operated in worn position by the 

wearer. 
2. Air Cylinder: 

• The cylinder of the set shall be approved PESO India /CCOE approved and certificate to the effect shall be 

submitted along with the tender. 
The air cylinder shall have a minimum water capacity of 6 to 8 liters and breathing air capacity of minimum 

1800 liters when filled at a pressure of 300 bar. 
• The working pressure of the cylinder shall not be less than 300 bar and the test pressure shall be 1. 5 

times the working pressure . 
• The weight of cylinder shall not be more than 5 kg. 

The cylinder of the set should be made of light weight composite meterial with aluminium liners wrapped in 

carbon fibre with a glass over wrap and surface should be resin finished . 

• The cylinder shall be marked with photo luminescent strips. 
3. Cylinder Valve: 

• The cylinder shall be supplied with valve made of nickel plated brass and shall comply with EN 144 II . 

A test certificate from an authorized test lab shall be produced . 


Gaz . No. 46 /2017 /DTP (Stores Purchase ). 
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• The design of the valve shall be such that it shall be protected against blockage and shall avoid 

transmission of particulate matter that may be contained in the compressed air . 
• The design and location of the valve shall be such that it shall not be closed accidentally during the use . 
• Cylinder valve shall be equipped with Excess flow check valve to avoid accidental sudden release of 

cylinder pressure during any mishandling of cylinder during emergency situation . 
4 . Full Vision Face Mask : 

• The face mask shall have reflex sealing , speech diaphragm , inner mask , neck strap , five finger head band and 

quick connect type connection for lung demand valve . 
• The side sealing of the face mask shall be gas tight and shall be possible to fit the face mask on almost all 

face counters. 
•The visor fitted on the face mask shall be made from scratch proof poly carbonate with maximum 

view to the wearer and shall have demisting characteristics . 
• It should have the approval of the latest EN 136 and should have CE mark of conformity. 

•The face mask shall be made from silicone rubber. 
5. Pressure Reducer : 

• The set shall be supplied with a small , light, sturdy and encapsulated , high air delivery pressure reducer valve 

which directly be fitted to the cylinder valve assembly. 
•The pressure reducer valve shall reduce the pressure from 300 Bar to 8 - 10 Bar. 
• The pressure reducer valve shall have a high pressure outlet and low Pressure outlet. 
• The high pressure outlet shall be connected to pressure gauge and warning whistle unit and the low pressure 

outlet shall be connected to Lung Demand Valve . 
• The pressure reducer valve shall have a provision of safety pressure Relief valve. 
•The pressure reducer valve shall comply with the entire safety requirement stipulated under EN - 137 . 

• High and low pressure hose shall be made from the neoprene and natural rubber and shall withstand the respective pressure. 
6 . Lung Demand Valve 

• The set shall be provided with quick removable type lung demand valve with a rubber hose having a coupling 
connected to the low pressure side of pressure reducing valve . The LDV should offer stability, quick operation & 
first breath activation with a switch off button & tough wrap around silicone cover incorporated in an elegant 
streamlined shape for easy handling — even when wearing gloves . 
• It shall be Flame Retardant and Intrinsically safe certified . 
•The warning unit should have pneumatic whistle of 90 Decibels sound intensity. 
• The warning unit should give audible warning whistle 10 minutes before the nominal duration of the set. 

• The cover of the lung demand valve shall be made from silicon . 
7 . Back Plate 

The back plate of BA set shall be glass fibre reinforced polyamide to with stand high heat and flames and 
ergonomically shaped to give a comfortable distribution of masses and remain steady on the user s back even 
when crouching or crawling. It should have soft padded harness made of flame retardant fabric, water repellent 
materials and extra secure fasteners made for quick on and off. The back plate should be approved to EN 137 
class II and CE marked and designed to accept cylinder having diameter from 110 mm to 170mm . Strong Carrying 

handle should be provided . 
• Cylinder strap should be made of heat resistant material and should be capable of accommodating cylinders of 

different diameters. The strap should have quick release coupling for changing cylinder. 
Warning Whistle 
• Low Pressure Warning Whistle : BA set must be provided with low pressure warning whistle , which shall operate 

automatically , when cylinder pressure drops to a predetermined pressure (i.e . air in the cylinder is left for 10 
minutes at the rate of 40 liters/ minute ) for safety margins . It should not be externally adjustable, and the 
consumption air by warning whistle should not exceed 5 liters / minute. It should be positioned at left shoulder 
for easy hearing and should produce sound not less than 90 db . 
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9 . Harness 


The padded harness should be fire resistant, should not deteriorate or shrink in contact with water /moisture/water 
miscible substances or on contact with oil , grease etc . and should provide resistance to chemicals . It shall 
neither built up static electricity nor retain static charge. It should be fully adjustable to be worn by a fireman 
having variation in height and waist size . The design should be such that wearer could don the apparatus 
quickly without the aid of another. including the chest and hip strap . The buckles provided should be quick 

release type. 
10 . Pressure Gauge 

• Water proof pressure gauge having luminous dial reading up to 400 bars shall be positioned in such a way 

that it can be read by BA wearer conveniently. It should be mounted in stainless steel case having corrosion 
resistance and protected by rubber cover. Gauge dial should be photo luminescent and shatter proof 
polycarbonate glass. It should be mounted on left shoulder. The dial must be marked red to indicate low 
pressure in the cylinder, in addition to warning whistle set to operate at a pressure when it is left with a 10 
minutes air in the cylinder. It should be protected by safety device including restriction valve that will limit the 

loss of air in event of damage of pressure gauge to 10 liters/ minute maximum . 
11. Carrying Case 

• A strong carrying case to store complete assembled BA set along with BA cylinder should be provided . It should 

be designed in such a way that all parts of the assembled set could be placed in its proper position . 
• A black colour plastic bag to cover the face mask to avoid deterioration due to the effect of ultra violet light 

and also to prevent the face mask being contaminated by oil, fuel, dust etc shall be supplied . 
12 . Accessories 

Spare cylinder — I No. 
13 . Instruction Book 


• An instruction book in English , for the guidance of the user including both operating and normal maintenance 

procedure must be supplied along with each BA Set. The book must include an itemized and illustrated spare 

parts list , giving reference numbers to all parts . Necessary tool kit should be supplied with each BA Set. 
14 . Commissioning Support 

• The supplier shall provide free commissioning at site and should train the operators on use and operation , 

trouble shooting and normal maintenance of the BA Set. 


15 . Warranty 


A warranty of 2 years against any manufacturing defect shall be given from the date of supply. 

CONDITIONS 
1. Essential documents to be 

: Pamphlets, Photograph , Drawings, CD etc . (Vender should mention the 
submitted along with the Tender . Model No. of the Product quated .) 
2. Period of delivery 

: Within 120 days from receipt of supply order. 
3. F.O .R . 

: Thiruvananthapuram . 
4 . Payment 

: 100 % Payment against delivery at Thiruvananthapuram and acceptance 

by an acceptance committee . 
5. Warranty 

i A warranty of 24 months from the date of commissioning of the item . 
6 . Other Special Conditions : 

EMD1 % of PAC in online payment. 


Full stock / spares and technicians shall be available in India and services should be available for any repair 
or maintenance within 48 hours of a call from this Department. 


Security Deposit 5 % of total contract amount to be furnished as mentioned in the Notice inviting e- Tender, 
which will be released after the expiry of the warrantee period . 
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Any firm whose proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted and 
pending trial at court in connection with fabrication / supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating in this 
tender. 
Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire and 
Rescue Services or its supervisory levels in the Government will be disqualified . 
Tenderer must produce Manufacturers (OEM ) authorization letter confirming uninterrupted supply, full 
compliance with tender specifications and spares back up for 10 years after Commissioning of the 
equipment along with Technical bid . Manufacturer of equipment shall have supplied more than 100 sets of 
BA Sets in past 5 years and documentory evidence i.e. Purchase orders etc. shall be enclosed along with 
the technical bid , otherwise offer will be liable to reject. 


( 3 ) 


No. M1- 11860/2017. 

25th October 2017 . 
e - Tender in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of Uniform Articles enlisted below as per the specifications of 
Fire and Rescue Services Department. The tender is to be submitted as e -tenders through https://etenders.kerala . gov.in . 
Since this is an e - tender, only those bidders who have enrolled in the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. 


Item 


Black Shoe — Pair 
Brown Shoe — Pair 
PT Shoe 
Leather Belt (Personnel) 
Leather Belt (Officer) 


Number Required 

3915 
280 
3915 
3915 
280 


E - Tender document and other details can be obtained from the above e -portal. The tender has two parts 

1. Technical bid 
2 . Financial bid (BOQ ) 


Tender No. with PAC — KFRS - e - Tender No. 13 /2017 - 18 /SN — ` 44 ,91,400 . 
Closing date and time of e-tender — 25 - 11- 2017 , 4 p . m . 
Date and time of Pre Bid Meeting — 3 - 11- 2017 , 11 a . m . 
Last date and time of receipt of e- tender — 25- 11-2017, 4 p . m . 
Date of presentation — 29 -11-2017 , 11.30 a. m . 
Date and time of opening of e-tender: 

1. Technical bid - 29 -11- 2017 , 11 a. m . 

2 . Financial bid30 - 11-2017, 11 a. m . 
Cost of e- tender (online submission ) ^ 6 ,700 + G . S. T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31-3-2018 . 
EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount inclusive of EMD. To be furnished as bank guarantee of a scheduled 
bank . 

Period of supply — Within 60 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https :// etenders.kerala. gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options — State Bank of India SBI Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBI. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrollment bidders can visit the website 
https ://etenders .kerala .gov.in . 
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Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to be 
a holiday /due to internet failure the tender will be opened in the next working day, at the same time. 


The tenderer, or his representative , shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed , with the sample of all the items and necessary documents for the total understanding and 
verification of the technical committee. 

The price of the e- tender form shall be received only through online payment SBI/ SBI NEFT. 


The cost should be quoted in Indian currency only. The tender has two covers : 


• 


Technical cover 


• 


Financial cover 


The first cover ie . the technical cover shall be uploaded with the following document. 


1. Scanned copy of Departmental Technical specification of the product intended to supply duly 
signed and stamped by the bidder. 


The Bidder should sign , stamp and upload the Departmental Technical Specification as such , along with the tender. 
Uploading the Duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation 

In case of any deviation from the Departmental Technical Specification , the bidder shall fill and upload specification 
compliance statement in the following proforma, clearly marking the details of deviation . The committee will check the 
admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation proposed by 
the bidder is acceptable for the Departmental Technical Committee . Deviations, if any, shall be strictly marked in the 
Specification Compliance Statement itself. If the applicant uploaded the Specification Compliance Statement and no 
marking is made in the column provided for marking deviation in the statement, it will be treated as the applicant is ready 
to supply the product as per the Departmental Technical Specification without any deviation . 


Specification Compliance Statement for Uniform Articles 


sl. 


Details of the product offered 


Details of Departmental 
Technical Specification 


No. 


Deviation from Departmental 
Technical Specification , if any 


2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 
3. Brochure of the product intended to supply . 
4 . Work experience certificate O . E.M . Authorisation Letter and other relevant details . 
5 . Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this department. 


I .................. (Name, Address , firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me any of my partner/s or any of my directors, in connection with fabrication /supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/PSUs in Kerala . 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts , if any. They can clarify 
their doubts by sending an e-mail to hq. frs @ kerala .gov.in and by contacting. The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 
Gaz. No. 46 /2017 /DTP (Stores Purchase ). 
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Tender Opening and evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the item /equipment and accessories for the 
full understanding of the Head Office Purchase Committee ( Technical), on the date specified . 


(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e - tenders the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of the item /equipment submitted with the e-tender. 


(c ) Sample of all the items should be produced before the Committee for Technical Evaluation . Sample will be 
verified by the Departmental Officers and if the sample is not admissible as per the Departmental Technical Specification , 
the tender will be rejected . 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 


(e ) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the item / 
equipment as required above by Kerala Fire & Rescue Services Department alone will be considered . 


(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee (Finance ) for consideration . 


The bidder should upload all the supporting documents along with the Technical Cover 


(g ) The originals of technical specification compliance statement of the product, agreement in kerala stamp paper 
worth · 200, the declaration on Kerala Stamp Paper worth ~ 200 and Brouchers /Photograph of the item intended to 
supply O .E .M . Authorisation Letter , if applicable and other documents shall be produced before the undersigned soon 
after the financial bid opening. 

(h ) After opening the financial bid , financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site , only after consultaion with the DPC . The decision of the DPC will be final 
on the admissibility of the tender and thereafter awarding of the contract. 


(i) The right of acceptance or rejection of e- tender or cancelling the tender without assigning any reason , 
at any stage of tendering , is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him . 

The rules and regulations prescribed for e - tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e- tender also . If any tenderer wants any clarification on any aspect of 
the tender he/she can send email to dt. frs @ kerala. gov. in or Fax to 0471 -2337422 . 


Details with respect to the e- tender and the details of specifications of the item to be purchased can be obtained 
from the e -tender website https//etenders.kerala . gov. in 


Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Departmental Technical Specification 


( Samples of all the items to be submitted at the time of Technical Evaluation ) 


1. Black Shoes (Men ) 

(1) It should be Low Ankle OXFORD Design with anti skid nitrile rubber sole , Oil & Acid resistant. 
(2) The shoes upper should be black full plain leather of 1.6 -1. 8 mm thick . 
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(3) Vamp Lining and Quarter lining should be non woven synthetic fabric. 
(4) The shoe should have synthetic puff toe. 
(5) The weight of each pair of shoes should not be more than 1000gms(+/-25gms) 
(6) It should have a sweat absorbent EVA 2 .5 mm thick inner socks. 
(7) The shoe should have 5 pairs black color oxidized eyelets with 90 cm nylon lace . 
(8 ) sizes from 6 to 11 inches. 


2 . Brown Shoes (Officers) 

(1) It should be Low Ankle OXFORD Design with anti skid nitrile rubber sole , Oil & Acid resistant. 
(2 ) The shoes upper should be brown full plain leather of 1.6 - 1.8 mm thick . 
(3) Vamp Lining and Quarter lining should be non woven synthetic fabric . 
(4) The shoe should have synthetic puff toe. 
(5) The weight of each pair of shoes should not be more than 1000gms(+/-25gms) 
(6) It should have a sweat absorbent EVA 2 .5 mm thick inner socks. 
(7) The shoe should have 5 pairs black color oxidized eyelets with 90 cm nylon lace . 
(8) sizes from 6 to 11 inches. 


3. P T Shoes 
(1) Made of PU rubber, molded construction , oxford pattern with 5 pair eyelets & cotton lace in brown having length 

not less than 75 cm . 
(2) The upper layer of the PT shoe made of 67% polyster & 33 % cotton double texture water proof, rot free material 

with cotton drill liner. 
(3) High abrasive bottom to suit all weather conditions. 
(4) Blended rot free thread of high strength should be used . 
(5) Jointless back upper for better strength and long life. 
(6 ) size 7 to 11 inches. 


4 . Leather Belt (Personnel) 

(1) Made of good quality flexible vegetable tanned leather. It should be free from defects. 
(2) The upper side of the belt shall be brown polished and shining finished . 
(3) The dimension are Length 140 cm ( +/-5 cm ), Thickness 2.5 mm ( +/-2 mm ) and Width 2 inch . 
(4 ) One end of the leather belt is sewed with a leather piece of size 10 cm length having same width and thickness 

of the entire belt. 
(5) Three leather loops must be provided with each leather belt at the buckle side. Two out of three loops must 

be move freely on the belt and one should be fixed duly sewed with the leather belt at the buckle end . 
(6) Each leather belt should be fitted with chromium plated rectangular buckle of size fixed with K F monogram . 
(7) Dimension of the buckles will be 90 mm X 63 mm X 1.2 mm . Each buckle should be provided with 2 Nos 

additional metal loops for holding the belt intact. 
(8) The belts should be size adjustable and comfortable to wear. 


5 . Leather Belt (Officers ) 


• On 


• Made of good quality flexible vegetable tanned leather. It should be free from defects. The upper side of the belt 

shall be Brown polished and shining finished . 
• The dimension are Length 140 cm ( + /-5 cm ), Thickness 2 .5 mm (+ /-2 mm ) and Width 2 inch . 

One end of the leather belt shall be sewed with a leather piece of size 10 cm length having same width and 
thickness of the entire belt. 
Three leather loops must be provided with each leather belt at the buckle side. Two out of three loops must 
be move freely on the belt and one should be fixed duly sewed with the leather belt at the buckle end . 
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• Each leather belt should be fitted with chromium plated rectangular buckle with Kerala Fire & 

Rescue Service Officers monogram . 22 Buckles shall carry KFS type officer s monogram and the rest 258 shall 

carry KF type officer s monogram . 
• Dimension of the buckles will be 90 mm X 63 mm X 1.2 mm . 
• Each buckle should be provide with 2 Nos. additional metal loops for holding the belt intact. 
• The belts should be size adjustable and comfortable to wear. 


CONDITIONS 


(1) Whether samples are essential : Pamphlets , Photograph , Drawings, CD etc. should be forwarded along 

with the tender 
(2) Period with in which goods : Within 60 days from receipt of supply order. 

should be delivered . 
(3) Rates should be quated including : F.O .R ., Thiruvananthapuram . 

all taxes and transportation charges . 
(4) Payment 

: 100 % Payment against delivery at Thiruvananthapuram and acceptance 

by an acceptance committee . 
(5) Other Special Conditions 

(1) A warrenty of 6 months against any manufacturing defect from the date of delivery of the item . 
(2) EMD - 1 % of PAC in online payment. 
( 3) Security Deposit 5 % of total contract amount to be furnished as mentioned in the notice inviting 

e- Tender, which will be released after the expiry of the warrantee period . 
(4 ) Any firm whose proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted 

and pending trial at court in connection with fabrication / supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating in 

this tender. 
(5 ) Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire 

and Rescue Services or its supervisory levels in the Government will be disqualified . 
(6 ) 0 . E . M . Authorisation letterr, if applicable , should be produced along with the technical bid. 
(7) Sample of all the items shall be submitted as per NIT . 


( 4 ) 


No.M1- 11861/2017 . 

25th October 2017 . 
e - Tender in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of Uniform Articles enlisted below as per the specifications of 
Fire and Rescue Services Department. The tender is to be submitted as e -tenders through https :// etenders.kerala .gov.in . 
Since this is an e - tender, only those bidders who have enrolled in the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. 


8346 


Item 

Number Required 
Peak Cap — Blue 

3915 
Peak Cap — Khaki 

280 
Shoulder Badge KF Pair 
Shoulder Badge KFS Pair 

22 
Lanyard - Single Cord 

3312 
Lanyard - Double Cord 
Chromium Bar (LF) Pair 

914 
Star Emblem 
E - Tender document and other details can be obtained from the above e-portal. 


883 


882 
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The tender has two parts : 

1. Technical bid . 

2 . Financial bid (BOQ ). 
Tender No . with PAC — KFRS - e- Tender No. 14/2017- 18 /SN — · 13,29, 360 . 
EMD — 1 % of PAC in online payment . 

Security Deposit — 5 % of total contract amount inclusive of EMD to be furnished as bank guarantee of a scheduled 
bank . 

Cost of e- tender (online submission ) — * 2,000 + G.S. T @ 18 % . 
Closing date and time of e -tender — 25 -11-2017, 4 p . m . 
Date of Pre Bid Meeting — 3 - 11- 2017 , 11 a. m . 
Last date and time of receipt of e -tender — 25 - 11-2017, 4 p. m . 
Date of Presentation — 29- 11-2017 , 11 .30 a. m . 
Date and time of opening of e- tender: 

1. Technical bid - 29- 11- 2017 , 11 a . m . 

2. Financial bid — 30 - 11 -2017, 11 a. m . 
Date upto which the rates are to remain firm for acceptance — 31-3 - 2018 . 
Period of supply — Within 60 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https :// etenders.kerala. gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options -State Bank of India SBI Net banking payment, payment through NEFT from other banks to the payment gateway 
of SBI. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrollment bidders can visit the website 
https:// etenders .kerala . gov.in . 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to be 
a holiday/due to internet failure the tender will be opened in the next working day, at the same time. 


The tenderer , or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed , with the sample of all the items and necessary documents for the total understanding and 
verification of the technical committee. 

The price of the e - tender form shall be received only through online payment SBI/ SBI NEFT. 
The cost should be quoted in Indian currency only . 
The tender has two covers : 

• Technical cover 
• Financial cover 


The first cover ie . the technical cover shall be uploaded with the following documents. 

1. Scanned copy of Departmental Technical specification of the product intended to supply duly 
signed and stamped by the bidder. 

The Bidder should sign , stamp and upload the Departmental Technical Specification as such , along with the tender. 
Uploading the duly signed and stamped Departmental Technical Specification will be treated as the applicant is ready to 
supply the product as per the Departmental Technical Specification without any deviation . 

In case of any deviation from the Departmental Technical Specification , the bidder shall fill and upload specification 
compliance statement in the following proforma, clearly marking the details of deviation . The committee will check the 
admissibility of the deviation mentioned by the bidder and the tender will be admitted only if the deviation proposed by 
the bidder is acceptable for the Departmental Technical Committee . Deviations, if any, shall be strictly marked in the 
Specification Compliance Statement itself . If the applicant uploaded the Specification Compliance Statement and no 
marking is made in the column provided for marking deviation in the statement, it will be treated as the applicant is ready 
to supply the product as per the Departmental Technical Specification without any deviation . 
Gaz. No . 46/2017 /DTP (Stores Purchase ). 
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Specification Compliance Statement for Uniform Articles 


Si. 


Details of the product offered 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


No. 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ™ 200 . 
3. Brochure of the product intended to supply. 
4 . Work Experience Certificate , O .E .M . Authorisation Letter and other relevant details (if any). 
5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this department. 


I, ................... (Name, Address , firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me any of my partner/s or any of my directors , in connection with fabrication /supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/PSUs in Kerala . 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts , if any . They can clarify 
their doubts by sending an e -mail to hq . frs @ kerala . gov .in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number- 09497920103. 


Tender Opening and evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the item / equipment and accessories for the 
full understanding of the Head Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e - tenders, the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of the item /equipment submitted with the e -tender. 


(c ) Sample of all the items should be produced before the Committee for Technical Evaluation . Sample will be 
verified by the Departmental Officers and if the sample is not admissible as per the Departmental Technical Specification, 
the tender will be rejected . 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

(e ) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the item / 
equipment as required above by Kerala Fire & Rescue Services Department alone will be considered . 


(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee (Finance ) for consideration . 


The bidder should upload the supporting documents along with the Technical cover 


(g) The originals of Technical specification compliance statement of the product, agreement in stamp paper worth 
- 200, the declaration on Kerala Stamp Paper worth · 200 and Brouchers/Photograph of the item intended to supply 
O .E .M . Authorisation Letter ( if applicable) and other documents shall be produced before the undersigned soon after the 
financial bid opening . 

(h ) After opening the financial bid , financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e -tender site , only after consultation with the DPC . The decision of the DPC shall be 
final on the admissibility of the tender and thereafter awarding of the contract. 
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( i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason , 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him . 

The rules and regulations prescribed for e -tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender he /she can send email to dt. frs @ kerala. gov.in or Fax to 0471 - 2337422. 

Details with respect to the e -tender and the details of specifications of the item to be purchase can be obtained 
from the e -tender website https// etenders. kerala .gov. in 

Any legal dispute that may arise in relation to the e- tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court . 

DEPARTMENTAL TECHNICAL SPECIFICATION 

(Samples of all the items to be submitted at the time of Technical Evaluation ) 
Peak Cap (Blue) 
1. Peak cap made of navy blue polyster fabric from with top dia not less than 9" & side wall of 1 34 " height with 

polyster, PVC lining & sponge finish . 
2 . 4 Nos . brass eyelets at the back of the cap for better air flow circulation & ventilation . 
3. The peak should have adjustable leather strap of 71/2" width in black colour with its two ends buttoned with 

Chromium Plated Asoka emblem embossed buttons. 
4 . The peak of the cap must be self colour thick quality PVC material in appropriate size & shape . 
5. The size ranges from 209/2 cm to 22 12 cm 
6 . Each peak cap side wall should be provided with maroon woolen band of same width . The inside of the side 

wall must be stitched with brown rexine fabric . 
7 . Shall have good quality , finish & shall be light weight. 
8 . Cap Badge : Each cap shall bear a cap badge made of brass metal plated with chromium & polished with 


the top . The back of the badge must have long straight non rust pin for fixing cap badge to the peak cap . 
Peak Cap (Khaki) 
1. Peak cap made of khaki TC fabric from with top dia not less than 9 " & side wall of 1 34" height with polyester, 

PVC lining & sponge finish . 
2 . 4 Nos. brass eyelets at the back of the cap for better air flow circulation & ventilation . 
3. The peak should have adjustable leather strap of 1/2" width in brown colour with its two ends buttoned with 

chromium plated Asoka emblem embossed buttons . 
4. The peak of the cap must be self colour thick quality PVC material in appropriate size & shape. 
5. The size ranges from 20 1/2 cms to 22 12 cms 
6 . Shall have good quality, finish & shall be light in weight. 
7 . Cap Badge : ( 1) For 273 Caps: Each cap shall bear a cap badge made of brass metal plated with chromium & 

polished, with embossed letters of ‘KF at the centre. The badge should be a combination of 8 point star and 
Asoka emblem at the top. The eight pointed star in the emblem shall be surrounded by a wreath of laurels from 
both sides . The back of the badge must have long straight non rust pin for fixing cap badge to the peak cap . 
Out of such 273 emblem 15 shall be provided with ‘KFS letters at the centre. 

(2) For 7 caps: Out of the 280 caps, 7 caps shall be supplied with the same KFS type cap emblem 
embroided in meroon back material with golden coloured thread , and fixed to the cap . Out of such 5 caps 2 shall 

be provided with side wall covered with maroon woolen band of same width . 
Shoulder Badge K . F. 

1. Approved Department pattern ‘KF made of brass metal cutout with chromium /nickel plated good 

quality , polished type. 
2 . The size shall be Approx . 3cm x 1.5 cm 
3. The back of the badge must have brass split or equivalent non rust pin for fixing the badge to the 

shoulder flap of the uniform . 
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3. 


Shoulder Badge K . F. S . 

Approved Department pattern ‘KFS made of brass metal cutout with chromium /nickel plated good 
quality, polished type . 
The size shall be Approx . 4cm x 1.8 cm 
The back of the badge must have brass split or equivalent non rust pin for fixing the badge to the 

shoulder flap of the uniform . 
Lanyard (Single Cord ). 

a . It should be in dark blue colour 
b . Material combination of silk and acrylic 

c. It should be thick braided type with one end sewed with metallic clip for holding whistle. 
Lanyard (Double Cord ). 

a. It should be in dark blue colour 
b . Material combination of silk and acrylic 

c. It should be thick braided type with one end sewed with metallic clip for holding whistle . 
Chromium Bar For Leading Firemen 
1. It shall be made of brass metal, plated with chromium & polished . 

Shape should be semi circular 
The size shall be Approx. 3.5cm x 1.5 cm 
The back of the bar must have brass split or equivalent non rust pin for fixing the bar to the shoulder 

flap of the uniform . 
Star Emblem . 

Five point star emblem made of brass metal, plated with chromium . 
The star shall be with grooves. 
The back of the star emblem must have brass split or equivalent non rust pin for fixing the star to the 
shoulder flap of the uniform . 

CONDITIONS 
1. Whether samples are essential : Pamphlets , Photograph , Drawings, CD etc. should be forwarded along 

with the tender. 
2. Period with in which goods should : Within 60 days from receipt of supply order. 

be delivered . 
3. Rates should be quoted including : F. O . R . Thiruvananthapuram . 

all taxes and transportation charges 
4. Payment 

: 100 % Payment against delivery at Thiruvananthapuram and acceptance 

by an acceptance committee . 
5. Other Special Conditions: 
1. A Warranty of 6 months against any manufacturing defect from the date of delivery of the item . 

EMD - 1 % of PAC in online payment. 
Security Deposit 5 % of total contract amount to be furnished as mentioned in the Notice inviting e - Tender, 
which will be released after the expiry of the warrantee period . 
Any firm whose proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted and 
pending trial at court in connection with fabrication / supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating in this 
tender. 
Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire and 
Rescue Services or its supervisory levels in the Government will be disqualified . 
Sample of all the items shall be submitted as per NIT . 


dio 


5 . 
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(5) 


No.M1- 11864 /2017 . 


25th October 2017 . 


e - Tender in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock for the supply of Uniform Articles enlisted below as per the specifications of Fire and Rescue Services Department. 
The tender is to be submitted as e -tenders through https://etenders.kerala. gov.in . Since this is an e -tender, only those 
bidders who have enrolled in the above portal with their own Digital Signature Certificate (DSC ) can participate in the 
tender. 


Item 
Khaki Socks 

8390 Nos. 
P T Banyan 

7830 
Ground Sheet 

4173 
e- Tender document and other details can be obtained from the above e-portal. The tender has two parts 

1. Technical bid 

2. Financial bid (BOQ ) 
Tender No. with PAC — KFRS - e- Tender No. 15 / 2017 -18/SN — * 23,89 ,010 . 
Closing date and time of e-tender — 25- 11- 2017 , 4 p . m . 
Date of Pre Bid Meeting — 3 -11 -2017 , 11 a . m . 
Last date and time of receipt of e -tender — 25 - 11 -2017, 4 p . m . 
Date of presentation — 29- 11 -2017 , 11. 30 a. m . 
Date and time of opening of e-tender: 

1. Technical bid — 29 - 11-2017, 11 a. m . 

2 . Financial bid30 - 11 -2017, 11 a. m . 
Cost of e-tender (online submission ) — - 3,600 + GS. T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31- 3- 2018 . 
EMD — 1 % of PAC in online payment. 

Security Deposit — 5 % of total contract amount inclusive of EMD to be furnished as bank guarantee of a scheduled 
bank . 

Period of supply — Within 60 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders kerala . gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options - State bank of India SBI Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBI. 
For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https ://etenders.kerala .gov. in 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to be 
a holiday/due to internet failure, the tender will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed , with the sample of all the items and necessary documents for the total understanding and 
verification of the technical committee . 


The price of the e- tender form shall be received only through online payment SBI /SBI NEFT 

The cost should he quoted in Indian currency only. 
The tender has two covers 

Technical cover 
Financial cover 


Gaz . No. 46 /2017 /DTP (Stores Purchase ). 
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The first cover ie : the technical cover shall be uploaded with the following documents. 

1. Scanned copy of Departmental Technical specification of the product intended to supply duly signed and 
stamped by the bidder. 

The Bidder should sign , stamp and upload the Departmental Technical Specification as such . along with the 
tender. Uploading the duly signed and stamped Departmental Technical Specification will be treated as the 
applicant is ready to supply the product as per the Departmental Technical Specification without any deviation . 

In case of any deviation from the Departmental Technical Specification, the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation . The 
committee will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted 
only if the deviation proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, 
if any, shall be strictly marked in the Specification Compliance Statement itself. If the applicant uploaded the 
Specification Compliance Statement and no marking is made in the column provided for marking deviation in the 
statement, it will be treated as the applicant is ready to supply the product as per the Departmental Technical 
Specification without any deviation . 


Specification Compliance Statement for Uniform Articles 


SY. 


Details of the product offered 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


No. 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 
3. Brochure of the product intended to supply . 
4 . Work experience certificate of the firm and other relevant details (If any ). 
5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partner/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 


I, ...... ....... (Name, Address, Firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me, any of my partner/s or any of my directors, in connection with fabrication/supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above . Bidders can participate in the pre bid meeting and clarify their doubts , if any . They can clarify 
their doubts by sending an e -mail to hq .frs @ kerala . gov .in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number-09497920103. 


Tender Opening and Evaluation 

(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the item /equipment and accessories for the 
full understanding of the Head Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e -tenders the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of the item /equipment submitted with the e- tender . 

c) Sample of all the items should be produced before the Committee for Technical Evaluation . Sample will be 
verified by the Departmental Officers and if the sample is not admissible as per the Departmental Technical Specification , 
the tender will be rejected . 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 
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(e ) The financial bid belonging to those dealers / suppliers who qualified in the technical bid of the item / 
equipment as required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee ( Finance ) for consideration . 

The bidder should upload the supporting documents along with the Technical cover 

( g) The originals of Technical specification compliance statement of the product , agreement in Kerala Stamp Paper 
worth · 200, the declaration on Kerala Stamp Paper worth · 200 and Brouchers/Photograph of the item intended to 
supply, O .E .M . Authorisation Letter, if applicable and other documents shall be produced before the undersigned soon 
after the financial bid opening. 

(h ) After opening the financial bid , financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site , only after consultaion with the DPC . The decision of the DPC shall be final 
on the admissibility of the tender and thereafter awarding of the contract. 

(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason , 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him . 

The rules and regulations prescribed for e-tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also. If any tenderer wants any clarification on any aspect of 
the tender he/ she can send email to dt.frs @ kerala.gov.in or Fax to 0471-2337422. 

Details with respect to the e-tender and the details of specifications of the item to be purchased can be obtained 
from the e -tender website https://etenders . kerala . gov.in 

Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Departmental Technical Specification 
(Samples of all the items to be submitted at the time of Technical Evaluation ) 


Socks 

1. It should be in Khaki Colour plain weave , cotton blended . 
2. It should be comfortable to wear for longer hours without dampness. 
3 . Socks shall be designed to contours the feet. 
4 . The stitching should no thurt the toes of the wearer . 
5. The elastic of the socks shall not cause stranding the legs of the wearer. 
6 . Size : free size for adults . 


PT Banyan 

1. Made of good quality 100 % cotton material and shall be white in colour. 
2. Design - V neck , without collar, half sleeve pattern . 
3. Thick in quality (preferable 175 gsm ). ( Certificate shall be furnished ) 
4. Size ranging from 85 cm to 110 cm 
5. The manufacturer shall be an ISO certified company.(Details shall be furnished ). 


Ground Sheet 

1. It should be in Olive Green Colour. 
2. The fabric should be thick cotton waterproof canvas. 
3. Size preferably 210 cm X 100 cm 
4. All sides of the ground sheet must be stitched properly for better strength . 
5. It should have aluminium /brass eyelets (18 nos) fixed in all sides in such a way that 6 nos. each on the longer 

side and 3 nos . each on the shorter side . 
6. Should comply with IS : 6803. 
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CONDITIONS 
1. Whether samples are essential : Pamphlets, Photograph , Drawings CD etc . should be forwarded along 

with the tender. 
2. Period with in which goods should : Within 60 days from receipt of supply order. 

be delivered 
3. Rates should be quoted including : F . O . R . Thiruvananthapuram . 

all taxes and transportation charges 
4. Payment 

: 100 % payment against delivery at Thiruvananthapuram and acceptance 

by an acceptance committee . 
5. Other Special Conditions: 

1. A Warranty of 6 months against any manufacturing defect from the date of delivery of the item . 
2. EMD-1 % of PAC in online payment. 
3. Security Deposit 5 % of total contract amount to be furnished as mentioned in the Notice inviting e - Tender , 

which will be released after the expiry of the warrantee period . 
4. Any firm whose Proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted and 

pending trial at court in connection with fabrication / supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating in this 

tender. 
5. Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire and 

Rescue Services or its supervisory levels in the Government will be disqualified . 
6 . Sample of all the items shall be submitted as per NIT . 


(0) 


No. M1- 11865/2017 . 


24th October 2017 . 


e - Tender in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of Uniform Articles enlisted below as per the specifications of Fire 
and Rescue Services Department. The tender is to be submitted as e -tenders through https ://etenders.kerala .gov. in . Since 
this is an e - tender, only those bidders who have enrolled in the above portal with their own Digital Signature Certificate 
(DSC ) can participate in the tender. 


Item -Kit Box (Metal Type ) _ 4173 Nos. 
E - Tender document and other details can be obtained from the above e -portal. 


The tender has two parts . 

1. Technical bid . 

2 . Financial bid ( BOQ ). 
Tender No. with PAC - KFRS - e- Tender No. 16 /2017 -18/SN — ` 83,46 ,000 . 
EMD — 1 % of PAC in online payment. 
Closing date and time of e -tender — 25 - 11-2017 , 4 p . m . 
Date of Pre Bid Meeting — 3 - 11- 2017 , 11 a. m . 
Last date and time of receipt of e -tender — 25 - 11- 2017 , 4 p . m . 
Date of presentation 29 - 11 - 2017 , 11.30 a. m . 
Date and time of opening of e- tender : 

1. Technical bid — 29 -11- 2017 , 11 a. m . 

2 . Financial bid — 30 - 11 -2017 , 11 a. m . 
Cost of e -tender (online submission ) ` 12 ,500 + G .S . T @ 18 % . 
Date upto which the rates are to remain firm for acceptance31- 3 - 2018 . 
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Security Deposit — 5 % of total contract amount inclusive of EMD. To be furnished as bank guarantee of a scheduled 
bank . 

Period of supply — Within 60 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https :// etenders .kerala .gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India. There are two 
options - State Bank of India SBI Net banking payment, payment through NEFT from other banks to the payment gateway 
of SBI. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https://etenders.kerala . gov. in 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to be 
a holiday/due to internet failure, the tender will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed , with the sample of all the items and necessary documents for the total understanding and 
verification of the technical committee . 

The price, of the e-tender form shall be received only through online payment SBI/SBI NEFT 

The cost should he quoted in Indian currency only . 
The tender has two covers 

Technical cover 
Financial cover 


The first cover ie : the technical cover shall be uploaded with the following documents. 

1 . Scanned copy of Departmental Technical specification of the product intended to supply duly signed and 
stamped by the bidder. 

The Bidder should sign , stamp and upload the Departmental Technical Specification as such , along with the 
tender. Uploading the Duly signed and stamped Departmental Technical Specification will be treated as the 
applicant is ready to supply the product as per the Departmental Technical Specification without any deviation . 

In case of any deviation from the Departmental Technical Specification , the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation . The 
committee will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted 
only if the deviation proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations, 
if any, shall be strictly marked in the Specification Compliance Statement itself. If the applicant uploaded the 
Specification Compliance Statement and no marking is made in the column provided for marking deviation in the 
statement, it will be treated as the applicant is ready to supply the product as per the Departmental Technical 
Specification without any deviation . 


Specification -Compliance Statement for Uniform Articles 


Sl. 
No. 


Details of the product offered 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 
3. Brochure of the product intended to supply. 
4 . Work experience certificate and other relevant details (If any) 
5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 

directors in connection with fabrication /supply of similar product made earlier to this Department. 
I .................. (Name, Address , Firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at Court against me any of my partner/s or any of my directors, in connection with fabrication / 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government agencies/PSUs in Kerala . 


Gaz. No. 46 /2017 /DTP (Stores Purchase ). 
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Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above . Bidders can participate in the pre bid meeting and clarify their doubts, if any . They can clarify 
their doubts by sending an e -mail to hq .frs @ kerala . gov.in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number- 09497920103. 


Tender Opening and evaluation 

(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the item / equipment and accessories for the 
full understanding of the Head Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e- tenders the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of item /equipment submitted with the e-tender . 

(c ) Sample should be produced before the Committee for Technical Evaluation . Sample will be verified by the 
Departmental Officers and if the sample is not admissible as per the Departmental Technical Specification , the tender will 
be rejected . 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

( e ) The financial bid belonging to those dealers / suppliers who qualified in the technical bid of the item / 
equipment as required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee (Finance ) for consideration . 


The bidder should upload all the supporting documents along with the Technical cover 

(g) The originals of Technical specification compliance statement of the product, agreement in Kerala stamp paper 
worth · 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchers/Photograph of the item intended to 
supply O . E . M . Authorisation Letter, if applicable and other documents shall be produced before the undersigned soon 
after the financial bid opening. 

(h ) After opening the financial bid , financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e-tender site, only after consultaion with the DPC . The decision of the DPC shall be final 
on the admissibility of the tender and thereafter awarding of the contract. 

(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason, 
at any stage of tendering, is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him . 

The rules and regulations prescribed for e -tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e-tender also . If any tenderer wants any clarification on any aspect of 
the tender he/she can send email to dt.frs @ kerala . gov.in or Fax to 0471 -2337422 . 

Details with respect to the e- tender and the details of specifications of the item to be purchased can be obtained 
from the e- tender website https//etenders.kerala. gov. in 

Any legal dispute that may arise in relation to the e - tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

Departmental Technical Specification 
Kit Box 

1. It should be made of good quality GI sheet in 19 guage . 
2. It should be spray painted in Black shining finish outside and cream colour inside. Necessary anti corrosion and 

primer coat in pink colour shall be applied before painting. 
3. The Dimension of the kit box should be as follows. 

Length : 50 cm , Breadth : 45 cm height : 45 cm 
4. It should have handles on either side for lifting purpose and another handle in the front middle for carrying 

purpose . These handle must be strongly riveted to the box and in appropriate size for easy carrying and moving. 
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5. The kit box should be provided with locking facility i. e, 2 nos. in front 7 cm from both ends. 
6 . It should be provided with necessary strip of GI in appropriate width beneath the lid and riveted for strength . 
7 . It should be provided with one pocket of min . 30 cm X 20cm size in the lid to store documents. 
8 . The box must have provided with four legs of 1 cm height. 


CONDITIONS 


1. Whether samples are essential : Pamphlets, Photograph , Drawings, CD etc. should be forwarded along 

with the Tender. 
2. Period with in which goods should : Within 60 days from receipt of supply order. 

be delivered . 
3. Rates should be quoted including : F. O . R . Thiruvananthapuram . 

all taxes and transportation charges 
4. Payment 

100 % Payment against delivery at Thiruvanthapuram and acceptance by 

an acceptance committee. 
5. Other Special Conditions : 
1 A Warranty of 6 months against any manufacturing defect from the date of delivery of the item . 

EMD -1 % of PAC in online payment. 
Security Deposit 5 % of total contract amount to be furnished as mentioned in the Notice inviting e - Tender , 
which will be released after the expiry of the warrantee period . 
Any firm whose Proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted and 
pending trial at court in connection with fabrication / supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating in this 
tender. 
Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire and 

Rescue Services or its supervisory levels in the Government will be disqualified . 
6 . Service should be available for any repair or maintenance within 48 hours of a call from this Department. 
7. Sample of all the items shall be submitted as per NIT. 


No .M1- 11868/2017. 

25th October 2017 . 
e - Tender in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock for the supply of Uniform Articles enlisted below as per the specifications of Fire and Rescue Services Department. 
The tender is to be submitted as e -tenders through https://etenders.kerala. gov.in . Since this is an e -tender, only those 
bidders who have enrolled in the above portal with their own Digital Signature Certificate (DSC ) can participate in the 
tender. 

Item -Polish (Black )— 7830 Nos. 
e - Tender document and other details can be obtained from the above e- portal. The tender has two parts 

1. Technical bid 

2. Financial bid ( BOQ ) 
Tender No . with PAC — KFRS - e- Tender No . 17 /2017 - 18/ SN — * 3,99 ,330. 
Closing date and time of e -tender — 25 - 11 -2017 , 4 p . m . 
Date of Pre Bid Meeting — 3 - 11 -2017 , 11 a. m . 
Last date and time of receipt of e-tender — 25 - 11 -2017 , 4 p . m . 
Date of presentation — 29 - 11 -2017 , 2 . 30 p . m . 
Date and time of opening of e -tender: 

1. Technical bid — 29- 11-2017, 11 a. m . 
2 . Financial bid30 - 11 -2017, 11 a. m . 
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Cost of e -tender (online submission ) · 800 + G .S . T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31 -3 -2018 . 
EMD — 1 % of PAC in online payment. 


Security Deposit — 5 % of total contract amount inclusive of EMD . To be furnished as bank guarantee of a scheduled 
bank . 


Period of supply — Within 60 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders.kerala .gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options - State Bank of India SBI Net Banking payment, payment through NEFT from other banks to the payment 
gateway of SBI. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https ://etenders.kerala. gov. in 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to be 
a holiday /due to internet failure the tender will be opened in the next working day , at the same time. 

The tenderer, or his representative , shall be physically present at the Fire and Rescue Services Headquarters on 
the date prescribed , with the sample of all the items and necessary documents for the total understanding and 
verification of the technical committee . 

The price, of the e- tender form shall be received only through online payment SBI / SBI NEFT 

The cost should be quoted in Indian currency only . 
The tender has two covers : 

Technical cover 

Financial cover 
The first cover ie : the technical cover shall be uploaded with the following documents. 

1. Scanned copy of Departmental Technical specification of the product intended to supply duly signed and 
stamped by the bidder. 

The bidder should sign , stamp and upload the Departmental Technical Specification as such along with the 
tender. Uploading the duly signed and stamped Departmental Technical Specification will be treated as the 
applicant is ready to supply the product as per the Departmental Technical Specification without any deviation . 

In case of any deviation from the Departmental Technical Specification , the bidder shall fill and upload 
specification compliance statement in the following proforma, clearly marking the details of deviation . The 
committee will check the admissibility of the deviation mentioned by the bidder and the tender will be admitted 
only if the deviation proposed by the bidder is acceptable for the Departmental Technical Committee. Deviations , 
if any, shall be strictly marked in the Specification Compliance Statement itself . If the applicant uploaded the 
Specification Compliance Statement and no marking is made in the column provided for marking deviation in the 
statement, it will be treated as the applicant is ready to supply the product as per the Departmental Technical 
Specification without any deviation . 


Specification Compliance Statement for Uniform Articles 


Details of Departmental 
Technical Specification 


Details of the product offered 


Deviation from Departmental 
Technical Specification , if any 


No. 


2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 
3. Brochure of the product intended to supply . 
4. Work experience certificate and other relevant details (If any ) 
5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication / supply of similar product made earlier to this Department. 
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I ................... (Name, Address, Firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me any of my partner/s or any of my directors, in connection with fabrication /supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 

us or our firm is blacklisted by any Government agencies/ PSUs in Kerala . 
Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Headquarters, Thiruvananthapuram on the date and 
time as mentioned above . Bidders can participate in the pre bid meeting and clarify their doubts , if any. They can clarify 
their doubts by sending an e -mail to hq.frs @ kerala . gov .in and by contacting The Divisional Officer, Fire and Rescue 
Services, Thiruvananthapuram in Phone Number -09497920103. 


Tender Opening and evaluation 

(a ) Soon after the opening of the tender , the tenderers are requested to come to the Fire and Rescue Services 
Headquarters with documents and presentations on all the technical aspects of the item /equipment and accessories for the 
full understanding of the Head Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e -tenders the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of the item / equipment submitted with the e - tender. 

c ) Sample of should be produced before the Committee for Technical Evaluation . Sample will be verified by the 
Departmental Officers and if the sample is not admissible as per the Departmental Technical Specification , the tender will 
be rejected . 

( d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

(e ) The financial bid belonging to those dealers /suppliers who qualified in the technical bid of the item / 
equipment as required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e . the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee (Finance ) for consideration . 


The bidder should upload the supporting documents along with the Technical cover 

(g ) The originals of Technical specification compliance statement of the product, agreement in stamp paper worth 
- 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchers /Photograph of the item intended to supply , 
O .E .M . Authorisation Letter ( if applicable ) and other documents shall be produced before the undersigned soon after the 
financial bid opening . 

(h ) After opening the financial bid , financial evaluation will be done and the details will be uploaded in the 
financial evaluation field of the e -tender site, only after consultaion with the DPC . The decision of the DPC shall be final 
on the admissibility of the tender and thereafter awarding of the contract. 

(i) The right of acceptance or rejection of e - tender or cancelling the tender without assigning any reason , 
at any stage of tendering , is solemnly vested with the Director General, Kerala Fire and Rescue Services or a 
committee appointed by him . 

The rules and regulations prescribed for e -tenders by the Government of Kerala/ Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender he /she can send email to dt. frs @ kerala. gov.in or Fax to 0471 - 2337422. 

Details with respect to the e -tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https// etenders. kerala . gov.in 

Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Thiruvananthapuram District Court. 

DEPARTMENTAL TECHNICAL SPECIFICATION 


Polish - Black . 
1. It should a blend made of special oil and fisnished wax ensure that shoes get maximum shine & protection from 

dirt and dust . 
2. It should be available in snap open type tin with 40 gm net. 
3 . The polish should be ISI marked ( IS : 1746 ) 


Gaz . No. 46 / 2017 /DTP (Stores Purchase). 
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1. Whether samples are essential 


CONDITIONS 
: Pamphlets , Photograph , Drawings, CD etc . should be forwarded along 

with the Tender. 
: Within 60 days from receipt of supply order. 


2. Period with in which goods should 

be delivered . 
3. Rates should be quoted including 

all taxes and transportation charges 
4 . Payment 


: 


F. O . R ., Thiruvananthapuram . 


: 


100 % Payment against delivery at Thiruvanthapuram and acceptance by 
an acceptance committee . 


5. Other Special Conditions: 

1. A Warranty of 6 months against any manufacturing defect from the date of delivery of the item . 
2. EMD - 1 % of PAC in online payment. 
3. Security Deposit 5 % of total contract amount to be furnished as mentioned in the Notice inviting e - Tender , 

which will be released after the expiry of the warrantee period. 
4 . Any firm whose Proprietor, Partner or Director is involved in a Vigilance Case has been charge sheeted and 

pending trial at court in connection with fabrication /supply of similar product made earlier to this 
Department/Kerala Government are not eligible to participate and shall be barred from participating in this 
tender. 


5 . Anybody attempting to offer bribe or otherwise influence in any manner the officials of the Kerala Fire and 
Rescue Services or its supervisory levels in the Government will be disqualified . 
6 . Sample of all the items shall be submitted as per NIT. 


Office of the Director General, 
Fire and Rescue Services 
Headquarters , 
Thiruvananthapuram . 


TOMIN J THACHANKARY I. P . S ., 

Director General. 


e - TENDER NOTICES 


(1) 


No . C -638/2017. 

11th October 2017. 
e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 4 numbers of SCUBA Set with spare cylinder as per the 
specifications of Fire & Rescue Services Department. The tender is to be submitted as e -tenders through 
https://etenders.kerala .gov.in . Since this is an e-tender, only those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC ) can participate in the tender . 

e- Tender document and other details can be obtained from the above e-portal. 
The tender has two parts. 

1. Technical bid . 

2 . Financial bid ( BOQ ). 
Tender No. with PAC — KFRS - DOPKD -Re- Tender No. 91/2017 - 18 · 24 ,00 ,000 . 
EMD — 1 % of PAC in online payment. 
Closing date and time of e- tender — 30 -11- 2017, 4 p. m . 
Date of pre bid meeting — 15- 11-2017, 11 a. m . 
Last date and time of receipt of e-tender — 30 - 11 -2017, 4 p . m . 
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Date of Sample Verification — 5 - 12 - 2017 , 11 a. m . 
Date and time of opening of e-tender: 

1. Technical bid — 12 -12 - 2017 , 11 a. m . 

2. Financial bid - 16 -12-2017 , 11 a. m . 
Cost of e -tender (online submission ) — 3 ,600 + G .S . T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31-3 - 2018 . 
Security Deposit — 5 % of total contract amount inclusive of E . M . D . To be furnished as bank guarantee of a 

Scheduled Bank . 
Period of supply — Within 30 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders .kerala .gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options -State Bank of India SBI Net banking payment, payment through NEFT from other banks to the payment gateway 
of SBI. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrollment bidders can visit the website 
https:// etenders.kerala. gov.in . 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday/due to net failure the tenders will be opened in the next working day, at the same time. 


The tenderer, or his representative , shall be physically present at the Fire and Rescue Services Divisional Office 
Palakkad , on the date prescribed , with the sample of SCUBA Set with spare cylinder (Complete items as mentione in the 
specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories for 
testing and verification . 


The price of the e- tender form shall be received only through online payment SBI/SBI NEFT 
The cost should be quoted in Indian currency only . The tender has two covers : 

• Technical cover 

• Financial cover 
The first cover ie. the technical cover shall be uploaded with the following document. 
1. Scanned copy of complete specification of the product along with diagrams intented to supply . 

The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental Technical Specifications 
and the compliance to the same to be properly marked and deviation , if any shall be marked in the compliance statement. 


Specification Compliance Statement for 
Self Contained Underwater Breathing Apparatus Set ( SCUBA set with spare cylinder) 


SI. 


Details of the product offered 


No . 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth “ 200. 
3. Brochure of the product intended to supply. 
4. Work experience certificate or other relevant details . 
5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partner/s or any of his 
directors in connection with fabrication/supply of similar product made earlier to this Department. 
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I ................... (Name, Address , firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at Court against me any of my partner /s or any of my directors , in connection with fabrication / 
supply of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and 
none of us or our firm is blacklisted by any Government Agencies/PSUs in Kerala . 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services, Divisional Office , Palakkad, on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify their 
doubts by sending an e-Mail to dopkd.frs @ kerala .gov. in and by contacting The Divisional Officer, Fire and Rescue 
Services, Palakkad in Phone Number-09497920106 . 


Tender Opening and evaluation 


(a ) Soon after the opening of the tender , the tenderers are requested to come to the Fire and Rescue Services , 
Divisional Office Palakkad with documents and presentations on all the technical aspects of the fabrication and accessories 
for the full understanding of the Divisional Office , Purchase Committee ( Technical), on the date specified . 


(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e -tenders the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of equipment submitted with the e-tender . 


(c) Sample of SCUBA Set with spare cylinder (Full Set) should be produced before the Committee for Technical 
evaluation , which would be subjected to test by the departmental personnel. The final selection will be done after 
considering the report of the testing team only . 


(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 


(e ) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 


(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee (Finance ) for consideration . 


The bidder should upload all the supporting documents along with the Technical cover 


(g ) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp Paper 
worth · 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchers/ Photograph of the item intended to 
supply shall be produced before the undersigned soon after the financial bid opening. 


(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e-tender site , whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 


(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason , 
at any stage of tendering, is solemnly vested with the Divisional Officer, Fire and Rescue Services Palakkad or a 
committee appointed by him . 


The rules and regulations prescribed for e -tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also. If any tenderer wants any clarification on any aspect of 
the tender, he/she can send email to dopkd . frs @ kerala .gov. in or Fax to 0491- 2505758 . 


Details with respect to the e -tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https://etenders.kerala . gov.in 

Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 
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No. C -1310 /2017. 


11th October 2017 . 


e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 1 Number of AIR COMPRESSOR (PETROL DRIVEN ) as per 
the specifications of Fire & Rescue Services Department. The tender is to be submitted as e - tenders through 
https ://etenders.kerala . gov.in . Since this is an e-tender, only those bidders who have enrolled in the above portal with 
their own Digital Signature Certificate (DSC ) can participate in the tender. 

e - Tender document and other details can be obtained from the above e -portal. 
The tender has two parts. 

1. Technical bid . 

2 . Financial bid ( BOQ ). 
Tender No. with PAC — KFRS-DOPKD - E - Re - Tender No. 2/2017 -18 “ 3 ,00,000 . 
Closing date and time of e- tender — 30 -11-2017, 4 p . m . 
Date and time of prebid meeting - 15 -11- 2017 , 11 a. m . 
Last date and time of receipt of e- tender — 30- 11-2017, 4 p . m . 
Date and time of Sample Verification — 5- 12 -2017, 11 a. m . 
Date and time of opening of e- Tender: 

1. Technical bid — 12 -12-2017, 11 a. m . 

2. Financial bid — 16 - 12-2017, 11 a. m . 
Cost of e - Tender (online submission ) · 600 + GS. T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31 -3 -2018 . 
EMD — 1 % of PAC in online payment. 
Security Deposit — 5 % of total contract amount inclusive of E . M . D . to be furnished as bank guarantee of a 

scheduled bank . 
Period of supply — Within 30 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https://etenders .kerala.gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options- State Bank of India SBT Net banking payment, payment through NEFT from other banks to the payment gateway 
of SBI. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrollment bidders can visit the website 
https ://etenders.kerala . gov.in . 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure the tenders will be opened in the next working day, at the same time. 


The tenderer or his representative , shall be physically present at the Fire and Rescue Services Divisional Office , 
Palakkad on the date prescribed , with the sample of AIR COMPRESSOR (PETROL DRIVEN ) (Complete items as mentioned 
in the specification ), necessary documents and presentations on all the technical aspects of the equipment and 
accessories for testing and verification . 


The price of the e -tender form shall be received only through online payment SBI/SBI NEFT 
The cost should be quoted in Indian currency only . The tender has two covers: 
• Technical cover 

• Financial cover 
The first cover ie. the technical cover shall be uploaded with the following document. 


Gaz. No . 46 /2017/DTP (Stores Purchase). 
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1. Scanned copy of complete specifications of the product along with diagrams intented to supply . 


The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental Technical Specifications 
and the compliance to the same to be properly marked and deviation , if any shall be marked in the compliance statement. 


Specification Compliance Statement for Air Compressor ( Petrol Driven ) 


Sl. 


Details of Departmental 
Technical Specification 


Details of the product offered 


Deviation from Departmental 
Technical Specification , if any 


No. 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ™ 200 . 
3. Brochure of the product intended to supply . 
4 . Work experience certificate or other relevant details. 
5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 


I, ................... (Name, Address, Firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me, any of my partner /s or any of my directors, in connection with fabrication /supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/PSUs in Kerala . 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Divisional Office , Palakkad, on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any . They can clarify their 
doubts by sending an e -mail to dopkd .frs @ kerala.gov. in and by contacting The Divisional Officer, Fire and Rescue 
Services , Palakkad in Phone Number -09497920106 . 


Tender Opening and Evaluation 

(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office , Palakkad with documents and presentations on all the technical aspects of the fabrication and 
accessories for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of equipment submitted with the e -tender. 

(c ) Sample of Air Compressor (Petrol Driven ) should be produced before the Committee for Technical evaluation , 
which would be subjected to test by the departmental personnel. The final selection will be done after considering the 
report of the testing team only. 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

(e ) The financial bid belonging to those dealers/ suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee (Finance ) for consideration . 


The bidder should upload the supporting documents along with the Technical cover 


(g ) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp Paper 
worth · 200, the declaration on Kerala Stamp Paper worth · 200 and Brouchures/ Photograph of the item intended to 
supply shall be produced before the undersigned soon after the Financial Bid opening . 
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(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e-tender site, whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 


(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason , 
at any stage of tendering, is solemnly vested with the Divisional Officer, Fire and Rescue Services, Palakkad or a 
committee appointed by him . 

The rules and regulations prescribed for e- tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender , he/ she can send e-mail to dopkd - frs @ kerala.gov. in or Fax to 0491-2505758 . 

Details with respect to the e -tender and the details of specifications of the item to be purchased can be obtained 
from the e -tender website https// etenders . kerala .gov. in 

Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 


No. C -1358 /2017. 

11th October 2017 . 
e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 1 number of Rubber Dinghy And Accessories (Out Board 
Engine 25 Hp) as per the specifications of Fire & Rescue Services Department. The tender is to be submitted as 
e -tenders through https ://etenders.kerala .gov.in . Since this is an e -tender , only those bidders who have enrolled in the 
above portal with their own Digital Signature Certificate (DSC ) can participate in the tender. 

E - Tender document and other details can be obtained from the above e-portal. 
The tender has two parts . 

1. Technical bid . 

2. Financial bid (BOQ ). 
Tender No. with PAC — KFRS -DOPKD - e -Re- Tender No. 3 /2017 - 18 % ^ 5 ,00 ,000 . 
EMD — 1 % of PAC in online payment. 
Closing date of e-tender — 30 - 11-2017 , 4 p . m . 
Date of pre bid meeting — 15 - 11-2017, 11 a. m . 
Last date and time of receipt of e -tender — 30 - 11- 2017 , 4 p . m . 
Date of Sample Verification — 5 -12- 2017, 11 a. m . 
Date and time of opening of e- Tender: 

1. Technical bid — 12 -12-2017, 11 a. m . 

2. Financial bid — 16 - 12-2017, 11 a. m . 
Cost of e - Tender (online submission ) - ° 1,000 + G .S . T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31- 3 -2018 . 
Security Deposit — 5 % of total contract amount inclusive of E . M . D . to be furnished as bank guarantee of a 

scheduled bank . 
Period of supply — Within 30 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https:// etenders.kerala .gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of India . There are two 
options — State Bank of India SBI Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBI. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https:// etenders .kerala . gov .in . 
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Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure the tenders will be opened in the next working day, at the same time. 

The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Divisional Office 
Palakkad , on the date prescribed , with the sample of Rubber Dinghy And Accessories (Out Board Engine 25 Hp ) 
(Complete items as mentioned in the specification ), necessary documents and presentations on all the technical aspects 
of the equipment and accessories for testing and verification . 


The price of the e -tender form shall be received only through online payment SBI/SBI NEFT 
The cost should be quoted in Indian currency only . The tender has two covers : 

• Technical cover 

• Financial cover 
The first cover i.e., the technical cover shall be uploaded with the following document. 
1. Scanned copy of complete specifications of the product along with diagrams intented to supply . 

The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental Technical Specifications 
and the compliance to the same to be properly marked and deviation , if any shall be marked in the compliance statement. 


Specification Compliance Statement for 


RUBBER DINGHY AND ACCESSORIES ( OUT BOARD ENGINE 25 Hp) 


Details of the product offered 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


No . 


2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth ™ 200 . 
3. Brochure of the product intended to supply . 
4 . Work experience certificate or other relevant details. 
5 . Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth - 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 


............... (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me any of my partner/s or any of my directors, in connection with fabrication /supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/PSUs in Kerala. 


Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Divisional Office Palakkad , on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify their 
doubts by sending an e -Mail to dopkd .frs @ kerala. gov.in and by contacting The Divisional Officer, Fire and Rescue 
Services , Palakkad in Phone Number -09497920106 . 


Tender Opening and evaluation 

(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office Palakkad with documents and presentations on all the technical aspects of the fabrication and accessories 
for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e -tenders the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e -tender. 
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(c ) Brochures, Pamphels ,Drawings, etc of Rubber Dinghy And Accessories (Out Board Engine 25 HP) should be 
produced before the Committee for Technical evaluation, The final selection will be done after considering the report of 
the testing team only . 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification. Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

(e ) The financial bid belonging to those dealers/ suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee (Finance ) for consideration . 

The bidder should upload all the supporting documents along with the Technical cover 

( g) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp Paper 
worth · 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchers /Photograph of the item intended to 
supply shall be produced before the undersigned soon after the Financial Bid opening. 

(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e-tender site , whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 

(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason , 
at any stage of tendering, is solemnly vested with the Divisional Officer, Fire and Rescue Services Palakkad or a 
committee appointed by him . 

The rules and regulations prescribed for e -tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender , he/she can send email to dopkd . frs @ kerala.gov. in or Fax to 0491-2505758. 

Details with respect to the e-tender and the details of specifications of the item to be purchased can be obtained 
from the e-tender website https// etenders.kerala. gov. in 

Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 


No . C - 662 / 2017 

11th October 2017 . 
e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 1 number of Inflatable Tower Light as per the specifications of 
Fire & Rescue Services Department. The tender is to be submitted as e - tenders through https ://etenders.kerala . gov. in . 
Since this is an e -tender, only those bidders who have enrolled in the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. 

E - Tender document and other details can be obtained from the above e-portal. 
The tender has two parts. 

1. Technical bid . 

2 . Financial bid ( BOQ ). 
Tender No. with PAC - KFRS -DOPKD - E -RE -Tender No . 4 /2017-18 — - 2,00 ,000 . 
Closing date of e-tender — 30 -11 -2017 , 4 p. m . 
Date of prebid meeting - 15 - 11-2017, 11 a. m . 
Last date and time of receipt of e- tender — 30 - 11 -2017, 4 p . m . 
Date of Sample Verification — 14 - 12 -2017 , 11 a . m . 
Date and time of opening of e - Tender: 

1. Technical bid — 18 -12 - 2017 , 11 a . m . 

2 . Financial bid22- 12 - 2017, 11 a. m . 
Gaz. No . 46/2017 /DTP (Stores Purchase ). 
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Cost of e- Tender (online submission ) - ° 400 + G .S . T @ 18 % . 
Date upto which the rates are to remain firm for acceptance — 31 -3 -2018 . 
EMD — 1 % of PAC in online payment . 
Security Deposit — 5 % of total contract amount inclusive of E . M . D . To be furnished as bank guarantee of a 

scheduled bank . 
Period of supply — Within 30 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https:// etenders.kerala .gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore . There are two 
options- State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining digital signature certificate (DSC ) and necessary portal enrollment bidders can visit the website 
https:// etenders.kerala . gov. in . 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure the tenders will be opened in the next working day, at the same time. 


The tenderer, or his representative, shall be physically present at the Fire and Rescue Services Divisional Office 
Palakkad , on the date prescribed , with the sample of Inflatable Tower Light (Complete items as mentioned in the 
specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories for 
testing and verification . 


The price of the e -tender form shall be received only through online payment SBT/SBT NEFT 
The cost should be quoted in Indian currency only . The tender has two covers : 

• Technical cover 

• Financial cover 
The first cover ie. the technical cover shall be uploaded with the following document. 
1. Scanned copy of complete specification of the product along with diagrams intented to supply. 


The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental Technical Specifications 
and the compliance to the same to be property marked and deviation , if any shall be marked in the compliance statement. 


Specification Compliance Statement for Inflatable Tower Light 


Details of the product offered 


SI. 
No. 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


2. Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 


3. Brochure of the product intended to supply . 


4 . Work experience certificate or other relevant details. 


5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him / his partener/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 


............... (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me any of my partner/s or any of my directors , in connection with fabrication /supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/PSUs in Kerala . 
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Pre bid meeting 

A pre bid meeting will be held at Fire and Rescue Services Divisional office palakkad , on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify their 
doubts by sending an e -Mail to dopkd . frs @ kerala . gov. in and by contacting The Divisional Officer, Fire and Rescue 
Services, Palakkad in Phone Number -09497920106 . 


Tender Opening and Evaluation 

(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional office Palakkad with documents and presentations on all the technical aspects of the fabrication and accessories 
for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 

(b ) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e -tenders the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of equipment submitted with the e -tender. 

(c) Sample of Inflatatble Tower Light should be produced before the Committee for Technical evaluation , which 
would be subjected to test by the departmental personnel. The final selection will be done after considering the report of 
the testing team only . 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

(e ) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Head Office Committee (Finance ) for consideration . 

The bidder should upload the supporting documents along with the Technical cover 

( g) The originals of Technical specification compliance statement of the product, agreement in kerala stamp paper 
worth · 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchers/ Photograph of the item intended to 
supply shall be produced before the undersigned soon after the Financial Bid opening. 

(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e -tender site, whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 

(i) The right of acceptance or rejection of e -tender or cancelling the tender without assigning any reason , 
at any stage of tendering , is solemnly vested with the Divisional Officer , Fire and Rescue Services Palakkad or a 
committee appointed by him . 

The rules and regulations prescribed for e- tenders by the Government of Kerala / Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender , he/ she can send email to dopkd .frs @ kerala .gov . in or Fax to 0491 -2505758 . 

Details with respect to the e -tender and the details of specifications of the item to be purchased can be obtained 
from the e -tender website https// etenders. kerala .gov.in 

Any legal dispute that may arise in relation to the e-tender formalities will be restricted to the jurisdiction of 
Palakkad District Court. 


No . C - 1308 / 2017 

11th October 2017 . 
e - Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 1 number of Multy Gas Detector as per the specifications of 
Fire & Rescue Services Department. The tender is to be submitted as e -tenders through https://etenders .kerala .gov.in . 
Since this is an e - tender, only those bidders who have enrolled in the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. 


E - Tender document and other details can be obtained from the above e -portal. 
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The tender has two parts . 

1. Technical bid . 

2 . Financial bid (BOQ ). 
Tender No. with PAC — KFRS -DOPKD - E -RE-Tender No . 5/2017 - 18 — * 1,00,000. 
EMD — 1 % of PAC in online payment. 
Security Deposit — 5 % of total contract amount inclusive of E . M . D . To be furnished as bank guarantee of a 

scheduled bank . 
Cost of e- Tender (online submission ) - 400 + G.S .T @ 18 % . 
Closing date of e-tender — 30 -11 -2017 , 4 p. m . 
Date of prebid meeting — 15 - 11- 2017 , 11 a. m . 
Last date and time of receipt of e- tender — 30 -11-2017, 4 p . m . 
Date of Sample Verification — 14 - 12 -2017 , 11 a . m . 
Date and time of opening of e- Tender: 

1. Technical bid - 18 - 12 -2017 , 11 a. m . 

2. Financial bid — 22 -12 -2017 , 11 a. m . 
Date upto which the rates are to remain firm for acceptance — 31- 3- 2018 . 
Period of supply — Within 30 days of receipt of supply order. 

The bidder desiring to take part in the bid shall log into https:// etenders .kerala. gov. in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore . There are two 
options -State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 

For obtaining Digital Signature Certificate (DSC ) and necessary portal enrollment bidders can visit the website 
https://etenders .kerala .gov . in . 

Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure, the tenders will be opened in the next working day, at the same time. 


The tenderer, or his representative , shall be physically present at the Fire and Rescue Services Divisional Office 
Palakkad , on the date prescribed , with the sample of MULTY GAS DETECTOR (Complete items as mentioned in the 
specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories for 
testing and verification . 


The price of the e -tender form shall be received only through online payment SBT/SBT NEFT 
The cost should be quoted in Indian currency only . The tender has two covers : 

• Technical cover 

• Financial cover 
The first cover ie. the technical cover shall be uploaded with the following document. 
1. Scanned copy of complete specification of the product along with diagrams intented to supply . 


The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental Technical Specifications 
and the compliance to the same to be properly marked and deviation , if any shall be marked in the compliance statement. 


Specification Compliance Statement for Multy Gas Detector 


SI. 


Details of the product offered 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification , if any 


No. 
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2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 


3. Brochure of the product intended to supply . 
4 . Work experience certificate or other relevant details . 
5. Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 


I ................... (Name, Address , firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me, any of my partner/s or any of my directors, in connection with fabrication/supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/PSUs in Kerala . 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Divisional Office Palakkad , on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts , if any . They can clarify their 
doubts by sending an e -Mail to dopkd .frs @ kerala .gov.in and by contacting The Divisional Officer, Fire and Rescue 
Services, Palakkad in Phone Number-09497920106 . 


Tender Opening and evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office Palakkad with documents and presentations on all the technical aspects of the fabrication and accessories 
for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 


(b ) There will not be any further communications about the opening of the technical and financial bids 
separately . Soon on opening the technical bid of e- tenders, the committee constituted to evaluate the technical aspects, 
will meet and scrutinize the technical specification of equipment submitted with the e - tender. 


(c ) Sample of MULTI GAS DETECTOR should be produced before the Committee for Technical evaluation , which 
would be subjected to test by the departmental personnel. The final selection will be done after considering the report of 
the testing team only. 

(d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 

(e ) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 

(f) On finalization of technical evaluation , the second cover i.e. the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee (Finance ) for consideration . 


The bidder should upload the supporting documents along with the Technical cover 


( g) The originals of Technical specification compliance statement of the product, agreement in kerala stamp paper 
worth · 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchures/Photograph of the item intended to 
supply shall be produced before the undersigned soon after the Financial Bid opening . 

(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e-tender site whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 

(i) The right of acceptance or rejection of e - tender or cancelling the tender without assigning any reason , 
at any stage of tendering , is solemnly vested with the Divisional Officer, Fire and Rescue Services , Palakkad or a 
committee appointed by him . 
Gaz. No. 46 /2017 /DTP (Stores Purchase ). 
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The rules and regulations prescribed for e -tenders by the Government of Kerala /Store Purchase Manual , 
Government of Kerala shall be applicable to this e-tender also . If any tenderer wants any clarification on any aspect of 
the tender , he /she can send email to dopkd.frs @ kerala .gov.in or Fax to 0491 -2505758 . 


Details with respect to the e -tender and the details of specifications of the item to be purchase can be obtained 
from the e-tender website https// etenders. kerala.gov. in 


Any legal dispute that may arise in relation to the e- tender formalities will be restricted to the jurisdiction of 
Palakkad District Court . 


(6 ) 


No. C -1309/2017 . 

11th October 2017 . 
e- Tenders in two cover system are invited from competent manufacturers or their authorised dealers with adequate 
stock and spares and repair capabilities for the supply of 4 numbers of Fire Entry /Proximity Suit as per the specifications 
of Fire & Rescue Services Department. The tender is to be submitted as e-tenders through https:// etenders.kerala .gov.in . 
Since this is an e-tender, only those bidders who have enrolled in the above portal with their own Digital Signature 
Certificate (DSC ) can participate in the tender. 


e - Tender document and other details can be obtained from the above e -portal. 


The tender has two parts. 


1. 


Technical bid . 


2 . Financial bid (BOQ ). 


Tender No. with PAC — KFRS -DOPKD - E -RE - TENDER No. 6 /2017 - 18 % 


4 ,00 ,000 . 


Closing date and time of e- tender — 30 - 11 -2017, 4 p . m . 


Date of pre bid meeting — 15- 11-2017 , 11 a. m . 


Last date and time of receipt of e- tender — 30 -11-2017, 4 p . m . 


Date of Sample Verification — 14 - 12 -2017 , 11 a . m . 


Date and time of opening of e-tender: 


1. 


Technical bid — 18 -12-2017, 11 a. m . 


2. Financial bid — 22- 12-2017, 11 a. m . 


Cost of e- tender (online submission) — * 800 + G .S.T @ 18 % . 


Date upto which the rates are to remain firm for acceptance — 31 -3 -2018 . 


EMD — 1 % of PAC in online payment. 


Security Deposit — 5 % of total contract amount inclusive of E . M . D . To be furnished as bank guarantee of a 

scheduled bank . 


Period of supply — Within 30 days of receipt of supply order. 


The bidder desiring to take part in the bid shall log into https ://etenders.kerala .gov.in and then select tender and 
make the payment. Bidders will be directed to the payment gateway page of the State Bank of Travancore . There are two 
options — State Bank of Travancore SBT Net banking payment, payment through NEFT from other banks to the payment 
gateway of SBT. 
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For obtaining Digital Signature Certificate (DSC ) and necessary portal enrolment bidders can visit the website 
https:// etenders.kerala. gov.in . 


Tenders will be opened online in the presence of such tenderers or their authorized representatives who have 
logged in before the prescribed time of opening of technical & financial bids. If the date fixed for opening happens to 
be a holiday /due to net failure the tenders will be opened in the next working day, at the same time. 


The tenderer , or his representative, shall be physically present at the Fire and Rescue Services Divisional Office 
Palakkad , on the date prescribed, with the sample of Fire Entry/Proximity Suit ( Complete items as mentioned in the 
specification ), necessary documents and presentations on all the technical aspects of the equipment and accessories for 
testing and verification. 


The price of the e - tender form shall be received only through online payment SBT/SBT NEFT 


The cost should be quoted in Indian currency only. The tender has two covers : 


• 


Technical cover 


Financial cover 


The first cover ie. the technical cover shall be uploaded with the following document. 


1. Scanned copy of complete specification of the product along with diagrams intented to supply. 


The Bidder should prepare the specification compliance statement in the following proforma and upload it duly 
signed . The Specification Compliance Statement should contain all the details in the Departmental Technical Specifications 
and the compliance to the same to be properly marked and deviation , if any shall be marked in the compliance statement. 


Specification Compliance Statement for Fire Entry/ Proximity Suit 


Si. 


Details of the product offered 


Details of Departmental 
Technical Specification 


Deviation from Departmental 
Technical Specification, if any 


No. 


2 . Scanned copy of the agreement in the prescribed format in Kerala Stamp Paper worth · 200 . 
3. Brochure of the product intended to supply . 
4. Work experience certificate or other relevant details . 
5 . Scanned copies of the declaration by the bidder on Kerala Stamp Paper worth · 200 to the effect that no 

Vigilance Case has been charge sheeted and pending trial at Court against him /his partener/s or any of his 
directors in connection with fabrication /supply of similar product made earlier to this Department. 


I.................... (Name, Address, firm ), do hereby declare that no Vigilance Case have been charge sheeted and 
pending trial at court against me, any of my partner/s or any of my directors , in connection with fabrication/ supply 
of similar product made earlier to Kerala Fire and Rescue Services Department/Government of Kerala and none of 
us or our firm is blacklisted by any Government agencies/ PSUs in Kerala . 


Pre bid meeting 


A pre bid meeting will be held at Fire and Rescue Services Divisional Office Palakkad , on the date and time as 
mentioned above. Bidders can participate in the pre bid meeting and clarify their doubts, if any. They can clarify their 
doubts by sending an e -mail to dopkd .frs @ kerala. gov. in and by contacting The Divisional Officer, Fire and Rescue 
Services , Palakkad in Phone Number-09497920106 . 
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Tender Opening and evaluation 


(a ) Soon after the opening of the tender, the tenderers are requested to come to the Fire and Rescue Services 
Divisional Office, Palakkad with documents and presentations on all the technical aspects of the fabrication and 
accessories for the full understanding of the Divisional Office Purchase Committee ( Technical), on the date specified . 


(b ) There will not be any further communications about the opening of the technical and financial bids 
separately. Soon on opening the technical bid of e-tenders, the committee constituted to evaluate the technical aspects , 
will meet and scrutinize the technical specification of equipment submitted with the e-tender. 


(c) Sample of Fire Entry/Proximity Suit should be produced before the Committee for Technical evaluation, which 
would be subjected to test by the departmental personnel. The final selection will be done after considering the report of 
the testing team only . 


( d ) During evaluation , the tenders will be first evaluated for the compliance of Departmental Technical 
Specification . Only those tenders which comply the Departmental Technical Specifications will be considered for 
subsequent financial evaluation . 


(e) The financial bid belonging to those dealers/suppliers who qualified in the technical bid of the equipment as 
required above by Kerala Fire & Rescue Services Department alone will be considered . 


(f) On finalization of technical evaluation , the second cover i.e . the financial bid of the concerned competent firm 
will be evaluated by the Divisional Office Committee (Finance ) for consideration . 


The bidder should upload the supporting documents along with the Technical cover 


(g ) The originals of Technical specification compliance statement of the product, agreement in Kerala Stamp Paper 
worth · 200 , the declaration on Kerala Stamp Paper worth · 200 and Brouchers/ Photograph of the item intended to 
supply shall be produced before the undersigned soon after the financial bid opening . 


(h ) After opening the financial bid , financial evaluation is made only after consultation with the DPC and the 
decision of the DPC shall be final and will be uploaded in the financial evaluation field of the e -tender site , whether the 
tender is financially admitted or not and thereafter the awarding of the contract. 


(i) The right of acceptance or rejection of e - tender or cancelling the tender without assigning any reason , 
at any stage of tendering , is solemnly vested with the Divisional Officer, Fire and Rescue Services, Palakkad or a 
committee appointed by him . 


The rules and regulations prescribed for e-tenders by the Government of Kerala/ Store Purchase Manual, 
Government of Kerala shall be applicable to this e -tender also . If any tenderer wants any clarification on any aspect of 
the tender, he/she can send email to dopkd . frs @ kerala . gov.in or Fax to 0491 - 2505758 . 


Details with respect to the e- tender and the details of specifications of the item to be purchased can be obtained 
from the e -tender website https://etenders .kerala. gov. in 


Any legal dispute that may arise in relation to the e -tender formalities will be restricted to the jurisdiction of 
Palakkad District Court . 


Divisional Office, 
Fire and Rescue Services, 
Palakkad -1 . 


(Sd .) 
Divisional Officer 
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Forest Department 


(1 ) 


- ഇ -ദർഘാസ് പരസ്യം 


- (1) 


നമ്പർ ക്യു . സി 3-130/2017. 

2017 ഒക്ടോബർ 25. 
കേരള ഗവർണ്ണർക്കുവേണ്ടി കൊല്ലം ദക്ഷിണ മേഖല ചീഫ് 
ഫോറസ്റ്റ്കൺസർവേറ്റർ & തെന്മല എഫ്. ഡി. എ . ചെയർമാൻ, 
തെന്മല ഡിവിഷനിൽ താഴെ പറയുന്ന സ്ഥലങ്ങളിൽ 5 ലൈൻ 
സോളാർഫൻ സിംഗ് സ്ഥാപിക്കുന്ന പവ്യ ത്തി കൾക്ക് 
ഗുണ നി ല വാ ര മു ള്ളതും ISO അം ഗീകാ ര മു ള്ള തു മായ 
സാമഗ്രികൾ ഉപയോഗിച്ച് വനം- വന്യജീവി വകുപ്പിലോ മറ്റ് 
സർക്കാർ വകുപ്പുകളിലോ ഇത്തരം പ്രവൃത്തികൾ ചെയ്ത് 5 
വർഷത്തിൽ കുറയാത്ത മുൻപരിചയമുള്ള പൊതുമരാമത്ത് 
വകുപ്പിൽ രജിസ്റ്റർ ചെയ്തിട്ടുള്ള നിശ്ചിത യോഗ്യതയുള്ള കരാ 
റുകാരിൽ/ സ്ഥാപനങ്ങളിൽ നിന്നും ഓൺലൈൻ ദർഘാസുകൾ 
ക്ഷണിക്കുന്നു . ടി പ്രവൃത്തികൾക്ക് 1 വർഷം വാറണ്ടിയും 
തുടർന്ന് 3 വർഷം AMC - യും ഉണ്ടായിരിക്കുന്നതാണ്. 

ദർഘാസ് പ്രമാണങ്ങളും ദർഘാസ് ഷെഡ്യൂളുകളും 
www.etenders.kerala .gov.in എന്ന വെബ്സൈറ്റിൽ ലഭ്യമാണ്. 
ദർഘാസിനോടൊപ്പം സമർപ്പിക്കുന്നതിനുള്ള നിരതദ്രവ്യം, 
ദർഘാസ് പ്രമാണ വില എന്നിവ SBI-യുടെ Internet online 
Banking വഴിയോ, മറ്റ് ബാങ്കുകളുടെ കാര്യത്തിൽ NEFT 
വഴിയോ ഓൺലൈൻ ടെണ്ടറിനോടൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 

എല്ലാ ടെണ്ടർ പ്രമാണങ്ങളും www. etenders.kerala .gov.in 
എന്ന വെബ് സൈറ്റിൽ കാണിച്ചി രി ക്കുന്ന ഓൺലൈൻ 
കവറുകളിൽ ഓൺലൈനായിമാത്രം സമർപ്പിക്കേണ്ടതാണ്. 
ദർഘാസുകൾ www.etenders. kerala. gov.in എന്ന വെബ് 

സൈറ്റിലൂടെ ഓൺലൈനായി മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. 
നേരിട്ടോ തപാൽമാർഗ്ഗമോ ലഭിക്കുന്ന ദർഘാസുകൾ ഒരു 
കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. നിശ്ചിത സമയപരിധിക്കു 
ശേഷം ലഭിക്കുന്ന ടെണ്ടറുകൾ സ്വീകരിക്കുന്നതല്ല. 

ദർഘാസ് ഫോറ ത്തിന്റെ വില , പവ്യ ത്തിയുടെ 
ഉദ്ദേശിക്കുന്ന അടങ്കൽ തുക എന്നിവ താഴെപറയും പ്രകാരമാണ്. 
ടി വിവരങ്ങൾ ഏകദേശം മാത്രമാണ്. യഥാർത്ഥ തുകയും 
വിവരങ്ങളും ഓൺലൈനിൽ ലഭ്യമായിരിക്കും. 


(2) 

- (3 ) 
Supply , installation , commissioning 14 ,200 
and maintenance of solar power fencing 
(including warranty for 1 year and 3 
years AMC) from Kaduvakalangu to 
3 Kannara in Thenmala section of Thenmala 
range during 2017-18 (3 km ) - 5,67,000 
Supply, installation , commissioning 14 ,200 
and maintenance of solar power 
fencing ( including warranty for 1 year 
and 3 years AMC ) around Kulampi 
settlement in Kalluvarambu section of 
Thenmala range during 2017-18 (3 km) - 
- 5 , 67, 000 
Supply, installation , commissioning 14 ,200 
and maintenance of solar power 
fencing ( including warranty for 1 year 
and 3 years AMC ) around Random 
mile settlement in Kalluvarambu 
section of Thenmala range during 
2017-18 (3 km ) - 5,67,000 
Supply , installation , commissioning 16 ,200 
and maintenance of solar power 
fencing ( including warranty for 
1 year and 3 years AMC ) around 
Peruvazhikala settlement in Kalluvarambu 
section of Thenmala range during 
2017-18 (3.5 km) - 6,45,000 
Supply, installation , commissioning 16 ,200 
and maintenance of solar power 
fencing (including warranty for 1 year 
and 3 years AMC) around Villumala 
North settlement in Kalluvarambu 
section of Thenmala range during 
2017-18 (3 .5 km ) - 6,45, 000 
Supply , installation , commissioning 23,450 
and maintenance of solar power 
fencing (including warranty for 1 year 
and 3 years AMC ) from Thonical 
to Pathipalam in Edamon section of 
Thenmala range during 2017 -18 ( 5 km ) - 
- 9 ,38, 000 


പ 


നിരതദ്രവ്യം 


കമ പ്രവൃത്തിയുടെ പേരും 
നമ്പർ ഉദ്ദേശ അടങ്കൽ തുകയും 
- ( 1 ) 

( 2 ) 


(3 ) 


1 


10,500 


Supply , installation , commissioning 
and maintenance of solar power 
fencing (including warranty for 1 
year and 3 years AMC ) around 
Vattakkarikkom settlement in 
Kalluvarambu section of Thenmala 
ange during 2017-18 (2 km) - 4,17,000 
Supply, installation , commissioning 
and maintenance of solar power 
fencing ( including warranty for 
1 year and 3 years AMC) around 
Peramkovil settlement in 
Kalluvarambu section of Thenmala 
range during 2017-18 (2 km ) - 4,17,000 


10 ,500 


ദർഘാസ് ഫോറത്തിന്റെ വില - കമ നമ്പർ 1 - നും 
2 - നും - 850 + GST , കമ ന മ്പർ 3, 4 , 5 ഇവയ് ക്ക് 
- 1, 150 + GST, കമനമ്പർ 6 , 7 ഇവയ്ക്ക് - 1,300 + GST, 
ക്രമനമ്പർ 8- ന് - 1,900 + GST. 

- മുകളിൽ പറഞ്ഞിരിക്കുന്ന ടെണ്ടറുകളെ സംബന്ധിക്കുന്ന 
മറ്റു വിവരങ്ങൾ ചുവടെ ചേർക്കുന്നു . ഓൺലൈൻ ടെണ്ടറി 
നോടൊപ്പം - 200 - ന്റെ കേരള സർക്കാരിന്റെ മുദ്രപ്പത്രത്തിൽ 
തയ്യാറാക്കി ഒപ്പിട്ട പ്രാഥമിക ഉടമ്പടി പ്ലാൻ ചെയ്ത മറ്റു 
രേഖകളുടെ പകർപ്പ് EMD ഒഴിവാക്കുന്നതിനുള്ള സർട്ടിഫിക്കറ്റ് 
(ഉണ്ടെങ്കിൽ) മുതലായവ ഓൺലൈനായി സമർപ്പിക്കേണ്ടതും 
ഇപ കാരം ഓൺ ലെ നായി സമർപ്പിക്കുന്ന രേഖ കൾ 
സ്പീഡ്പോസ്റ്റ്/ രജി. പോസ്റ്റ് ആയി കൊല്ലം ദക്ഷിണ മേഖല 
ചീഫ് ഫോറസ്റ്റ് കൺസർവേറ്റർ & തെന്മല എഫ്. ഡി . എ . 
ചെയർമാൻ, വനശ്രീ, ചിന്നക്കട, കൊല്ലം- 691 001 മുൻപാകെ 
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സാമഗ്രികൾ ഉപയോഗിച്ച് വനം - വന്യജീവി വകുപ്പിലോ മറ്റ് 
സർക്കാർ വകുപ്പുകളിലോ ഇത്തരം പ്രവൃത്തികൾ ചെയ്ത് 5 
വർഷത്തിൽ കുറയാത്ത മുൻപരിചയമുള്ള പൊതുമരാമത്ത് 
വകുപ്പിൽ രജിസ്റ്റർ ചെയ്തിട്ടുള്ള നിശ്ചിത യോഗ്യതയുള്ള 
കരാ റു കാ രിൽ/ സ്ഥാ പ ന ങ്ങ ളിൽ നിന്നും ഓൺ ലൈൻ 
ദർഘാസുകൾ ക്ഷണിക്കുന്നു. ടി പ്രവൃത്തികൾക്ക് 1 വർഷം 
വാറണ്ടിയും തുടർന്ന് 3 വർഷം AMC - യും ഉണ്ടായിരിക്കുന്നതാണ്. 
ദർ ഘാസ് പമാ ണ ങ്ങളും ദർഘാസ് ഷ ഡ ളു കളും 
www.etenders.kerala.gov.in എന്ന വെബ്സൈറ്റിൽ ലഭ്യമാണ്. 
ദർഘാസിനോടൊപ്പം സമർപ്പിക്കുന്നതിനുള്ള നിരതദ്രവ്യം, 
ദർഘാസ് പ്രമാണ വില എന്നിവ SBI-യുടെ Internet online 
Banking വഴിയോ, മറ്റ് ബാങ്കുകളുടെ കാര്യത്തിൽ NEFT 
വഴിയോ ഓൺലൈൻ ടെണ്ടറിനോടൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 

- എല്ലാ ടെണ്ടർ പ്രമാണങ്ങളും www. etenders. kerala .gov.in 
എന്ന വെബ് സൈറ്റിൽ കാണിച്ചി രി ക്കുന്ന ഓൺലൈൻ 
കവറുകളിൽ ഓൺലൈനായി മാത്രം സമർപ്പിക്കേണ്ടതാണ്. 
ദർഘാസുകൾ www.etenders.kerala .gov.in എന്ന വെബ് 

സൈറ്റിലൂടെഓൺലൈനായി മാത്രമേ സ്വീകരിക്കുകയുള്ളൂ. 
നേരിട്ടോ തപാൽമാർഗ്ഗമോ ലഭിക്കുന്ന ദർഘാസുകൾ ഒരു 
കാരണവശാലും സ്വീകരിക്കുന്നതല്ല. നിശ്ചിത സമയപരിധിക്കു 
ശേഷം ലഭിക്കുന്ന ടെണ്ടറുകൾ സ്വീകരിക്കുന്നതല്ല . 

- ദർഘാസ് ഫോറത്തിന്റെ വില നിരതദ്രവ്യം പ്രവൃത്തിയുടെ 
ഉദ്ദേശിക്കുന്ന അടങ്കൽ തുക എന്നിവ താഴെപറയും പ്രകാരമാണ്. 
ടി വിവരങ്ങൾ ഏകദേശം മാത്രമാണ്. യഥാർത്ഥ തുകയും 
വിവരങ്ങളുംഓൺലൈനിൽ ലഭ്യമായിരിക്കും. 


ടെണ്ടർ തുറക്കുന്ന തീയതിക്കു മുൻപായി സമർപ്പിക്കേണ്ടതു 
മാണ്. ഇപ്രകാരം സമർപ്പിക്കാത്തതും അവയുടെ ഒറിജിനൽ 
ടെണ്ടർ തുറ ക്കു ന്ന തി നു മുമ്പ് സമർപ്പി ക്കാ ത്ത തു മാ യ 
ദർഘാസുകൾ നിരസിക്കപ്പെടുന്നതാണ്. ഇ - ടെണ്ടറുമായി 
ബന്ധ പ്പെട്ട മറ്റു വി വ ര ങ്ങ ൾ NIC / KITM- യിൽ നിന്നോ 
WWW.etenders.kerala. gov.in എന്ന വെബ്സൈറ്റിൽ പറഞ്ഞിരി 
ക്കുന്ന contact us - ൽ നിന്നോ ഈ ഓഫീസിൽ നിന്നോ 
ഓഫീസ് സമയത്ത് അറിയാ വു ന്ന താ ണ്. ഇ - പേമെന്റിന് 
ആവശ്യമായ വിവരങ്ങൾ ( കരാറുകാരൻ ഇടപാടു നടത്തുന്ന 
കോർ ബാങ്കിംഗ് സൗക ര്യമുള്ള ബാങ്ക് അക്കൗണ്ടിന്റെ 
വിശദവിവരങ്ങളും ഇ - മെയിൽ അഡ്രസ്സും) ദർഘാസിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. ഈ വിവ ര ങ്ങൾ ഉൾപ്പെടുത്താത്ത 
ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. ടെക്നിക്കൽ ബിഡും 
ഫിനാൻഷ്യൽ ബിഡും അതിനായി പറഞ്ഞിരിക്കുന്ന അതാതു 
കവറുകളിൽ മാത്രം സമർപ്പിക്കേ ണ്ട താ ണ് . കരാറുകാർ 
വിവരങ്ങൾ അപ്ലോഡ് ചെയ്യുന്നതിലും മറ്റും ഉണ്ടാകുന്ന 
അസൗകര്യങ്ങൾക്കും നഷ്ടത്തിനും ഡിപ്പാർട്ടുമെന്റ് ഉത്തരവാദി 
ആയിരിക്കുന്നതല്ല. 

ടെണ്ടർ തുറക്കുന്ന തീയതി ഒരു പൊതു അവധിയായി 
പ്രഖ്യാപിക്കുകയോ, സാങ്കേതികമായ മറ്റേതെങ്കിലും കാരണങ്ങ 
ളാലോ ടെണ്ടർ തുറക്കാതെ വന്നാൽ തൊട്ടടുത്ത പ്രവൃത്തി 
ദിവസം അതേ സമയത്തും സ്ഥലത്തും ദർഘാ സു കൾ 
തുറ ക്കു ന്ന താ യി രിക്കും. കരാ റു കാ രു ടേയോ അ വ രുടെ 
പ്രതിനിധികളുടേയോ സാന്നിദ്ധ്യത്തിൽ കൊല്ലം ദക്ഷിണ 
മേഖല ചീഫ് ഫോറസ്റ്റ് കൺസർവേറ്റർ & തെന്മല 
എഫ്. ഡി . എ . ചെയർമാൻ, ദർഘാ സ് തുറക്കുന്ന താ ണ്. 
കരാറുകാരോ അവരുടെ പ്രതിനിധികളോ സന്നിഹിതരല്ലെങ്കിലും 
കൊല്ലം ദക്ഷിണ മേഖല ചീഫ് ഫോറസ്റ്റ് കൺസർവേറ്റർ & 
തെന്മല എഫ്. ഡി. എ . ചെയർമാൻ, ദർഘാസ് തുറക്കുന്നതാണ്. 
-- ദർഘാസ് സംബന്ധമായി വനം വകുപ്പിലും പി . ഡബ്ല . 
ഡിയിലും നില വിലുള്ള എല്ലാ നിബ ന്ധ ന കളും സ്റ്റോർ 
പർച്ചേസ് റൂളും ഈ ദർഘാസിനും ബാധകമായിരിക്കും. 

ദർഘാസ് പ്രമാണങ്ങൾ - www.etenders.kerala.gov.in എന്ന 
വെബ്സൈറ്റിൽ നിന്നും ഡൗൺലോഡ് ചെയ്യാവുന്നതാണ്. 

കരാറുകാരുടെ ക്ലാസ്സ് ക്രമനമ്പർ 1- നും 8 - നും D ക്ലാസ്സ്, 
മറ്റുള്ളവയ്ക്ക് C class and above . 

ഡിവി ഷൻ റെയിഞ്ച് - തെന്മല ഡിവി ഷൻ, തെന്മല 
റെയിഞ്ച് 

പ്രവൃത്തി ചെയ്തു തീർക്കേണ്ട കാലാവധി - 45 ദിവസം 
ദർഘാസ് പ്രമാണം വെബ് സൈറ്റിൽ ലഭ്യ മാ കുന്ന 
തീയതിയും സമയവും 14 - 11- 2017 രാവിലെ 10 മണി മുതൽ. 

- ദർഘാസ് വെബ്സൈറ്റിൽ സമർപ്പിക്കാവുന്ന തീയതിയും 
സമയവും - 14 - 11 - 2017 രാവിലെ 10 മണി മുതൽ 25 - 11 - 2017 
വൈകിട്ട് 5 മണി വരെ. 

- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 30 - 11- 2017 
ഉച്ചയ്ക്കു ശേഷം 3 മണി. 

- കൂടുതൽ വിവരങ്ങൾ കൊല്ലം ദക്ഷിണ മേഖല ചീഫ് 
ഫോറസ്റ്റ് കൺസർവേറ്റർ & തെന്മല എഫ്. ഡി . എ . ചെയർമാന്റെ 
കാര്യാലയത്തിൽ നിന്നും ( ഫോൺ : 0474- 2742660) പ്രവർത്തി 
ദിവസങ്ങളിൽ ലഭ്യമാണ്. 


നിരതദ്രവ്യം 


കമ 
നമ്പർ 
- (1) 


- പ്രവൃത്തിയുടെ പേരും 
- ഉദ്ദേശ അടങ്കൽ തുകയും 


Supply, installation, commissioning 10,300 
and maintenance of solar power 
fencing ( including warreanty for 1 
year and 3 year AMC ) at Technical 
high school Jn . to Ambalakkadavu in 
Kulathupuzha section of Anchal range 
during 2017 -18 (1 . 5 km ) - 4,12, 000 
Supply, installation , commissioning 10,500 
and maintainance of solar power 
fencing (including warranty for 
1 year and 3 year AMC) at Poombara 
colony to Neduvannooorkadavu in 
Kalamkunnu section of Anchal 
range during 2017-18 (2 km) - 4,17, 000 
Supply , installation , commissioning 19,250 
and maintanance of solar power fencing 
(including warranty for 1 year and 3 
year AMC) at Kandanchira to Technical 
high school Jn . to kalamkunnu section of 
Anchal range during 2017 - 18 (4 km ) — 
- 7 , 70,000 
Supply , installation , commissioning 37,300 
and maintainance of solar power 
fencing ( including warranty for 1 year 
and 3 year AMC) at Neduvannoorkkadavu 
to Kalamkunnu Pallamvetty Kalamkunnu 
section of Anchal range during 
2017 - 18 ( 8 km ) - - 14, 91, 000 


നമ്പർ ക്യു . സി 2 - 276/ 2017 . 

2017 ഒക്ടോബർ 25. 
കേരള ഗവർണ്ണർക്കുവേണ്ടി കൊല്ലം ദക്ഷിണ മേഖല ചീഫ് 
ഫോറസ്റ്റ്കൺസർവേറ്റർ & പുനലൂർ എഫ്. ഡി . എ . ചെയർമാൻ, 
പുനലൂർ ഡിവിഷ നിൽ താഴെ പറയുന്ന സ്ഥലങ്ങളിൽ 5 

ലൈൻ സോളാർഫെൻസിംഗ് സ്ഥാപിക്കുന്ന പ്രവൃത്തികൾക്ക് 
ഗുണ നി ല വാ ര മു ള്ളതും ISO അംഗീകാ ര മു ള്ള തു മാ യ 


446 


21st Nov . 2017) 


STORES PURCHASE 


1813 


- ദർഘാസ് വെബ്സൈറ്റിൽ സമർപ്പിക്കാവുന്ന തീയതിയും 
സമയവും - 14 - 11 - 2017 രാവിലെ 10 മണി മുതൽ 25 - 11 -2017 
വൈകിട്ട് 5 മണി വരെ. 

- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 30 - 11 - 2017 
- ഉച്ചയ്ക്കു ശേഷം 3 മണി. 

- കൂടുതൽ വിവരങ്ങൾ കൊല്ലം ദക്ഷിണ മേഖല ചീഫ് 
- ഫോറസ്റ്റ് കൺസർവേറ്റർ & പ ന ലൂർഎഫ്. ഡി . എ . 
ചെയർമാന്റെ കാര്യാലയത്തിൽ നിന്നും ( ഫോൺ : 0474 
2742660) പ്രവർത്തി ദിവസങ്ങളിൽ ലഭ്യമാണ്. 


കെ . വിജയാനന്ദൻ, ഐ .എഫ്.എസ്., 
ചീഫ് ഫോറസ്റ്റ് ചീഫ് ഫോറസ്റ്റ് കൺസർവേറ്റർ, 
കൺസർവേറ്ററുടെ ദക്ഷിണ മേഖല, കൊല്ലം ആന്റ് 
ഓഫീസ്, 

- ചെയർമാൻ, 
ദക്ഷിണമേഖല,, കൊല്ലം. പുനലൂർ എഫ്. ഡി . എ . 


Medical Education Department 


ദർഘാസ് പരസ്യം 


( 1) 


നമ്പർ സി1- 30582 /2017 / എം . സി. റ്റി . 


2017 ഒക്ടോബർ 25. 


ദർഘാസ് ഫോറത്തിന്റെ വില ക്രമനമ്പർ 1 നും 
2 നും - 850 + GST , ക്രമനമ്പർ 3 ന് - 1, 550 + GST. 
ക്രമനമ്പർ 4 ന് - 2,500 + GST. 

മുകളിൽ പറഞ്ഞിരിക്കുന്ന ടെണ്ടറുകളെ സംബന്ധിക്കുന്ന 
മറ്റു വിവരങ്ങൾ ചുവടെ ചേർക്കുന്നു . ഓൺലൈൻ ടെണ്ടറിനോ 
ടൊപ്പം - 200 കേരള സർക്കാരിന്റെ മുദ്രപ്പത്രത്തിൽ തയ്യാറാക്കി 
ഒപ്പിട്ട പ്രാഥമിക ഉടമ്പടി സ്കാൻ ചെയ്ത മറ്റു രേഖകളുടെ 
പകർപ്പ് EMD ഒഴിവാക്കുന്നതിനുള്ള സർട്ടിഫിക്കറ്റ് ( 

ഉണ്ടെങ്കിൽ) 
മുതലായവ ഓൺലൈനായി സമർപ്പിക്കേണ്ടതും ഇപ്രകാരം 
ഓൺലൈനായി സമർപ്പിക്കുന്ന രേഖകൾ സ്പീഡ്പോസ്റ്റ്/ രജി. 
പോസ്റ്റ് ആയി കൊല്ലം ദക്ഷിണ മേഖല ചീഫ് ഫോറസ്റ്റ് 
കൺസർവേറ്റർ & പുനലൂർ എഫ്. ഡി . എ . ചെയർമാൻ, 
സതേൺ സർക്കിൾ, വനശ്രീ, ചിന്നക്കട, കൊല്ലം- 691 001 
മുൻപാകെ ടെണ്ടർ തുറക്കുന്ന തീയതിക്കു മുൻപായി സമർപ്പി 
ക്കേണ്ടതുമാണ്. ഇപ്രകാരം സമർപ്പിക്കാത്തതും അവയുടെ 
ഒറിജിനൽ ടെണ്ടർ തുറക്കുന്നതിനുമുമ്പ് സമർപ്പിക്കാത്തതുമായ 
ദർഘാസുകൾ നിരസിക്കപ്പെടുന്നതാണ്. ഇ - ടെണ്ടറുമായി 
ബന്ധ പ്പെട്ട മറ്റു വി വ ര ങ്ങ ൾ NIC / KITM- യിൽ നിന്നോ 
www.etenders .kerala .gov. in ngm mumjoomglod slovomlol 
ക്കുന്ന contact us - ൽ നിന്നോ ഈ ഓഫീസിൽ നിന്നോ 
ഓഫീസ് സമയത്ത് അറിയാ വു ന്ന താ ണ് . ഇ - പേമെന്റിന് 
ആവശ്യമായ വിവരങ്ങൾ ( കരാറുകാരൻ ഇടപാടു നടത്തുന്ന 
കോർ ബാങ്കിംഗ് സൗകര്യമുള്ള ബാങ്ക് അക്കൗണ്ടിന്റെ വിശദ 
വിവരങ്ങളും ഇ - മെയിൽ അഡ്മസ്സും) ദർഘാസിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. ഈ വിവ ര ങ്ങൾ ഉൾപ്പെടുത്താത്ത 
ദർഘാസുകൾ നിരസിക്കുന്നതാണ്. ടെക്നിക്കൽ ബിഡും 
ഫിനാൻഷ്യൽ ബിഡും അതിനായി പറഞ്ഞിരിക്കുന്ന അതാതു 
കവറു ക ളിൽ മാത്രം സമർപ്പിക്കേ ണ്ട താ ണ് . കരാറുകാർ 
വിവരങ്ങൾ അപ്ലോഡ് ചെയ്യുന്നതിലും മറ്റും ഉണ്ടാകുന്ന 
അസൗകര്യങ്ങൾക്കും നഷ്ടത്തിനും വനംവകുപ്പ്ഉത്തരവാദി 
ആയിരിക്കുന്നതല്ല . ടെണ്ടർ തുറക്കുന്ന തീയതി ഒരു പൊതു 
അവധിയായി പ്രഖ്യാപിക്കുകയോ സാങ്കേതികമായ മറ്റേതെ 
ങ്കിലും കാര ണ ങ്ങ ളാലോ ടെണ്ടർ തുറക്കാതെ വന്നാൽ 
തൊട്ടടുത്ത പ്രവൃത്തി ദിവസം അതേ സമയത്തും സ്ഥലത്തും 
ദർഘാസുകൾ തുറക്കുന്നതായിരിക്കും. കരാറുകാരുടേയോ 
അവരുടെ പ്രതിനിധികളുടേയോ സാന്നിദ്ധ്യത്തിൽ കൊല്ലം 
ദക്ഷിണ മേഖല ചീഫ് ഫോറസ്റ്റ് കൺസർവേറ്റർ & പുനലൂർ 
എഫ്. ഡി . എ . ചെയർമാൻ, ദർഘാ സ് തുറ ക്കു ന്ന താ ണ്. 
കരാറുകാരോ അവരുടെ പ്രതിനിധികളോ സന്നിഹിതരല്ലെങ്കിലും 
കൊല്ലം ദക്ഷിണ മേഖല ചീഫ് ഫോറസ്റ്റ് കൺസർവേറ്റർ 
& പുനലൂർഎഫ്. ഡി. എ . ചെയർമാൻ, ദർഘാസ്തുറക്കുന്നതാണ്. 

ദർഘാസ് സംബന്ധമായി വനം വകുപ്പിലും പി. ഡബ്ല . 
ഡി യിലും നില വിലുള്ള എല്ലാ നിബന്ധനകളും സ്റ്റോർ 
പർച്ചേസ്റൂളും ഈ ദർഘാസിനും ബാധകമായിരിക്കും. 

ദർഘാസ് പ്രമാണങ്ങളുടെ വിൽപ്പന - www. etenders.kerala.gov.in 
എന്ന വെബ്സൈറ്റിൽ നിന്നും ഡൗൺലോഡ് ചെയ്യാവുന്നതാണ്. 
കരാറുകാരുടെ ക്ലാസ്സ് - 
(1) C class and above. ( ക്രമനമ്പർ 1 മുതൽ 4 വരെ) 


- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ്, പി. എം . ആർ. 
( എ .എൽ.എഫ്. സി.) വിഭാഗത്തിലേക്ക് (റാമെറ്റീരിയൽസ്) 
- വാങ്ങുന്നതിലേക്ക് നിശ്ചിത ഫോറത്തിൽമുദ്രവെച്ച ദർഘാസുകൾ 
ക്ഷണിക്കുന്നു. ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനുമുകളിൽ 
ദർഘാസ് നമ്പർ എഴുതേണ്ടതും പ്രിൻസിപ്പാൾ, മെഡിക്കൽ 
കോളേജ്, തിരുവനന്തപുരം-695 011, കേരള എന്ന വിലാസത്തിൽ 
അയച്ചിരിക്കേണ്ടതാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് 
സമർപ്പിച്ച വ രു ടേയോ അ വർ ചുമ ത ല പ്പെടു ത്തി യിട്ടുള്ള 
ഏജന്റു മാ രു ടേയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കു ന്ന താ ണ്. 
വൈകികിട്ടുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല . 

ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽപ്പ ര്യ മു ള്ള വർ 
ഐ . എം . സി .എച്ച്. ഓഫീസിൽ അപേക്ഷിക്കുന്ന പക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 
പ്രകാരം തുക അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല . ചെക്കുകൾ, പോസ്റ്റേജ് 
സ്റ്റാമ്പ്, ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം വി. പി . പി. ആയി 
അയയ്ക്കുന്നതല്ല. 


ദർഘാസ് നമ്പർ 88 / 2017. 


അടങ്കൽ തുക - 5,00,000 - ൽ താഴെ. 


നിരതദ്രവ്യം (1 %) - 5,000. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം) : 


( 2 ) D class ( ക്രമനമ്പർ 1 & 2 ). 

ഡിവിഷൻ/ റെയിഞ്ച്- പുനലൂർ ഡിവിഷൻ, അഞ്ചൽ 
റെയിഞ്ച് 

പ്രവൃത്തി ചെയ്തു തീർക്കേണ്ട കാലാവധി - 45 ദിവസം 
- ദർഘാസ് പ്രമാണം വെബ്സൈറ്റിൽ ലഭ്യ മാ കുന്ന 
തീയതിയും സമയവും - 14 - 11- 2017 രാവിലെ 10 മണി മുതൽ 


ഒറിജിനൽ - 1,580. 


ഡ്യൂപ്ലിക്കേറ്റ് - 790. 
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4 . Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
M201028 - 11- 2017 , 3 eml. 

ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
w2001029 - 11 - 2017 , 2.30 20 . 


5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessary ) neatly typed . 
Manuscripts should be avoided as far as possible . 


BÖREIOMŰ 00090 0900100 N2O12029 - 11- 2017 , 
3 em . 


ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 
31 - 3 - 2018 


6 . Tenders should be accompanied with a formal 

agreement executed in · 200 Kerala non - judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits . 


കൂടു തൽ വി വ ര ങ്ങ ൾ പ്രവൃത്തി സമയത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാ വു ന്ന താ ണ് . ടെണ്ടർ 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവെയ്ക്കുന്നതിനോ, 
നിർത്തിവെയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പലിൽ 
നിക്ഷിപ്തമായിരിക്കും. 

DETAILS OF ITEMS 


7. Earnest Money Deposits (One Percentage ) of the 

total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram . 


SI. 
No. 


Name and Specifications 


Quantity 


8. Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


9. Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 


10 . Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 


11. Belated tenders will not be considered under any 

circumstances . 


1 Aash Brace adult size 

20 Nos. 
2 Somi brace adult size 
3 LTTP Sheet 4mm 2 x 1.5 ft 

10 , 
4 LTTP Sheet 3mm 2 x 1.5 ft 
5 Copper rivett (5 /32 x 1 inch ) 

5 kg 
6 Calf Leather (Brown colour) 

40 , 
7 Calf Leather (Black colour) 

40 , 
8 Adhesive Rubber bolution ( 5 ltr tin ) 13 Nos. 
9 Buffhide leather 
10 cowhide leather 
11 DB splint with shoes (large ) 

25 Nos . 
12 Sheep skin 

30kg 
13 Ethaflex (skin colour) 2m x 1 m * 2 mm thk 25Sheet 
14 Ethaflex ( skin colour) 2m x 1 m × 4 mm thk 25 ,, 
15 Poly propelene sheet 8ft x 4ft x 2 mm 
16 Poly propelene sheet 8ft 4ft ~ 4 mm 
17 Poly propelene sheet 8ft x 4ft x 5 mm 
18 knucle bender adult size 

20 Nos. 
19 Heat Loan 

50 mtr. 


40 kg 
40 , 


12 . For Medicines , Surgicals and Materials , Samples 

should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection . 


13. Tenders should bear the signature and full postal 

address of the tenderers wherever necessary. 


14 . The undersigned reserves the right to reject any 

tender wholly or partially without any prior 
information to the tenderers . 


15. Specifications of the items are given in the list . 


16 . Negotiation will be made only with the firm 

offering lowest price whose specification confirms 
to the requirement in the tender notification . 


TENDER SCHEDULE 


1. The period for which the rates to be in firm 

One year. 
2 . The rates should be inclusive of all taxes, and for 

free delivery at the department concerned , 
otherwise the tender will be rejected . 


17 . Tender will be opened in the presence of such of 

the tenderers or his authorized representatives who 
may present at the time. They should have valid 
authorization letters. 


18 . More details can be had from this office on 

working hours. 


3. Advance payments conditions will not be 

considered . 


19. Amount quoted should be in Indian Rupees. 
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DETAILS OF ITEMS 


- Sl. 


നമ്പർ സി1 - 30582 (1)/ 2017/ എം. സി. റ്റി. 


2017 ഒക്ടോബർ 25. 


Item 


തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ്, പി. എം . ആർ. 
( എ .എൽ. എഫ്. സി .) വിഭാഗത്തിലേക്ക് (റാമെറ്റീരിയൽസ്) 
വാങ്ങു ന്ന തി ലേയ്ക്ക് നിശ്ചിത ഫോറത്തിൽ മുദവെച്ച് 
ദർഘാസുകൾ ക്ഷണിക്കുന്നു . ദർഘാസ് അടക്കം ചെയ്യുന്ന 
കവ റിനുമുകളിൽ ദർഘാസ് നമ്പർ എഴു തേ ണ്ടതും 
പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 695 011 
കേരള എന്ന വിലാസത്തിൽ അയച്ചി രി ക്കേ ണ്ട താ ണ്. 
ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള തീയതിയിലും സമയത്തും 
അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് സമർപ്പിച്ചവരുടേയോ 
അ വർ ചുമ ത ല പ്പെ ടു ത്തി യിട്ടുള്ള ഏജന്റു മാ രു ടേയോ 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. വൈകികിട്ടുന്ന ദർഘാസുകൾ 
പരിഗണിക്കുന്നതല്ല. 
- ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽപ്പ ര്യ മു ള്ള വർ 
ഐ . എം . സി .എച്ച്. ഓഫീസിൽ അപേക്ഷിക്കുന്ന പക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 
പ്രകാരം തുക അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, പോസ്റ്റേജ് 
സ്റ്റാമ്പ്, ഡ്രാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം വി . പി. പി . ആയി 
അയയ്ക്കുന്നതല്ല . 


- No. 

Specifications 

Quantity 
(1) (2 ) 

(3 ) 
1. Trans femoral > Should have 4 prong 10 kit 
Kit (AK ) stainless steel socket adapter 

> Should have stainless steel 

tube adaptors (short) 
> Should have stainless steel 

tube adaptor long with outer 

diameter 30 mm 
> Should have 2 Nos. of stainless 

steel tube clamp adaptor inner 

diameter 30 mm 
> Should have 4 bar knee joint, 

Spring loaded 
> Should have stainless steel 

sach foot adaptor 
> Should have pylon tube made 

of aluminium alloy 


ദർഘാസ് നമ്പർ 89 / 2017. 


അടങ്കൽ തുക - - 5,00 ,000 - ൽ താഴെ. 


നിരതദ്രവ്യം 


( 1 %) - 5,000. 


ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം ) : 


ഒറിജിനൽ - 1,580. 


ഡ്യൂപ്ലിക്കേറ്റ് - 790. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും -- 28 - 11 - 2017 , 3 മണി. 


> weight bearing capacity 120 kg . 
2 Trans Tibial > Should have Lamination socket 25 kit 
Kit ( BK ) - adapter pyramidal design -1 , 

> should have Tube clamp 

adapter- stainless steel (inner 

dia 30mm ), - 1 
> Should have Ttube adapter 

short with outer dia 30mm , 

tube head stainless steel, 
> Should have pylon tube made 

of aluminium alloy - 1 , 
> Should have stainless stell 

SACH foot adapter pyramidal 
design - 1 with weight bearing 

capacity of 120 Kg max . 
3 Stokinet 80 mm width , 10 m roll 30 roll 

4 Stokinet 100 mm width , 10 m roll 30 roll 
| 5 Stokinet 120 mm width , 10 m roll 30 roll 

6 Stokinet 350 mm width , 10 m roll - 30 roll 
7 Sach Foot Right, Size 24 cm 

15 Nos. 
with toes (R ) 
8 Sach Foot Left, Size 24 cm 

10 Nos. 
-- with toes( L ) 
9 Sach Foot Right, Size 25 cm 

15 Nos. 
with toes (R ) 
10 Sach Foot Left, Size 25 cm 

10 Nos. 
with toes (L ) 
11 Sach Foot Right, Size 26 cm 

15 Nos . 
with toes ( R ) 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 29 - 11- 2017 2 .30 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും -- 29 - 11- 2017, 


3 മണി. 


- ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 


31 - 3 - 2018 . 


കൂടു തൽ വിവ ര ങ്ങ ൾ പവ്യത്തി സമ യത്ത് ഇ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറി യാ വു ന്ന താ ണ്. ടെണ്ടർ 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവെയ്ക്കുന്നതിനോ, 
നിർത്തിവെയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പലിൽ 

- 
നിക്ഷിപ്തമായിരിക്കും. 
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(2 ) 


| (3) 


| (4 ) 


12 Sach Foot Left, Size 26 cm 

10 Nos. 
with toes ( L ) 
13 TES Belt > Elastic of TES belt should be 3 Nos. 

small (Rt) in good quality 
14 TES Belt > Elastic of TES belt should be 3 Nos. 

small (L ) in good quality 
15 TES Belt > Elastic of TES belt should be 5 Nos. 

medium (Rt) in good quality 
16 TES Belt > Elastic of TES belt should be 5 Nos. 
- medium (L ) in good quality 
17 TES Belt > Elastic of TES belt should be 1 No. 

large (R ) in good quality 
18 TES Belt > Elastic of TES belt should be 1 No . 

large (L ) in good quality 
19 Trans Tibial 

20 Nos. 
Suspension 

Sleeve 
20 Araldate | 10kg can 

12 Nos. 
21 Polyster resin 

2 kg 
22 Cstylist 200ml botle 

1 ml 
23 Aceelerator 200mlbotle 

1 ml 
24 Hardner 5kg can 

5 Nos. 
25 Fibre mat 


8. Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders . 
Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
| 10 . Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
Belated tenders will not be considered under any 
circumstances . 
For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender . Tenders 
without samples will not be considered for selection . 
Tenders should bear the signature and full postal 
address of the tenderers wherever necessary . 
The undersigned reserves the right to reject any 
tender wholly or partially without any prior 

information to the tenderers. 
15. Specifications of the items are given in the list. 


| 16 . Negotiation will be made only with the firm offering 

lowest price whose specification confirms to the 
requirement in the tender notification . 


Tender will be opened in the presence of such of the 
tenderers or his authorized representatives who may 
present at the time. They should have valid 
authorization letters . 


5 kg. 


18 . 


Total — Four Lakh ninenty nine thousand nine 

| hundred only. 


More details can be had from this office on working 
| hours . 


19 . Amount quoted should be in Indian Rupees . 


TENDER SCHEDULE 
| 1. The period for which the rates to be in firm 

One year. 
2 . The rates should be inclusive of sale taxe, and for 

free delivery at the department concerned , otherwise 

the tender will be rejected . 
3. Advance payments conditions will not be 

considered. 
4 . Tender forms are neither transferable nor the cost of 

it will be refundable under any circumstances . 
5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessary ) neatly typed . 

Manuscripts should be avoided as far as possible . 
6. Tenders should be accompanied with a formal 

agreement executed in - 200 Kerala Non -Judicial 
Stamp Paper together with required sum of Earnest 

Money Deposits. 
7. Earnest Money Deposits (One Percentage) of the 

total cost of the articles quoted for, can be remitted 
by way of Crossed Demand Drafts drawn in favour 
- of the Principal, Government Medical College , 

Thiruvananthapuram . 


നമ്പർ സി2 - 13324 (8 ) / 2017 / സ . മെ . കോ . തി . 2017 ഒക്ടോബർ 7 . 

- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജില 
മെകാബയോളജി വിഭാഗത്തിലേക്ക് കെമിക്കലുകൾ 
(54 ഇനങ്ങൾ) വാങ്ങുന്നതിലേക്ക് നിശ്ചിത ഫോറത്തിൽ മുദ്രവെച്ച 
ദർഘാസുകൾ ക്ഷണിക്കുന്നു. ദർഘാസ് അടക്കം ചെയ്യുന്ന 
ക വ റിനുമുകളിൽ ദർഘാസ് നമ്പർ എഴു തേ ണ്ട തും 
പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 695 011, 
കേരള എന്ന വിലാസത്തിൽ അയച്ചിരിക്കേണ്ടതാണ്. ദർഘാ 
സുകൾ താഴെ ചേർത്തിട്ടുള്ള തീയതി യിലും സമയത്തും 
അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് സമർപ്പിച്ചവരുടേയോ 
അ വർ ചുമ ത ല പ്പെ ടു ത്തി യിട്ടുള്ള ഏ ജ ന്റെ മാ രു ടേ യോ 
സാന്നിദ്ധ്യ ത്തിൽ തുറ ക്കു ന്ന താ ണ് . വൈകിക്കിട്ടുന്ന 
ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. 

ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽപ്പര്യ മു ള്ള വർ 
മെഡിക്കൽ കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 
പ്രകാരം തുക അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല . ചെക്കുകൾ, പോസ്റ്റേജ് 
സ്റ്റാമ്പ്, ഡ്രാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല . ദർഘാസ് ഫോറം വി . പി . പി . ആയി 
അയയ്ക്കുന്നതല്ല. 
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Bôreion MmuO90 / 2017 . 


(1) 


(3 ) 


eroso 08 ma - 4,95,388. 
M100 (Bojo1% . 
ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം) : 

630121mo — 1,580. 

wszIconſ 790 . 
- ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
MOON027 - 11 - 2017, 3 om . 

- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
NO001028 - 11- 2017 , 2. 30 eml. 

BorelonŬ Moom mlw010jo mow11028 - 11- 2017 , 
3 em . 


ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 
31 - 3 - 2018 


കൂടു തൽ വിവ ര ങ്ങ ൾ പ്രവൃത്തി സമയത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാ വു ന്ന താ ണ്. ടെണ്ടർ 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവെയ്ക്കുന്നതിനോ, 
നിർത്തിവെയ്ക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പലിൽ 
നിക്ഷിപ്തമായിരിക്കും. 


DETAILS OF ITEMS 


No. 


Items and Specifications 


Quantity 


(2 ) 


(3 ) 


20 L . Lysine Monohydrochloride 1 * 100 gm 
21 Magnesium sulphate AR 

2 x 500 gm 
22 Methylene blue 

10 ~ 25 gm 
23 Malachite green 

5 x 25 gm 
24 Maltose mono hydrate crystalline 1 x 100 gm 
25 Methyl Red 

2 x 10 gm 
26 Neutral Red 

5 * 25 gm 
27 L . ornithine hydrochloride 1 * 25 gm 
28 Paradimethyl amino benzaldehyde 10 x 10 gm 
29 Alpha Naphthol 

2 x 10 gm 
30 Phenol red 

5 * 25 gm 
31 PH paper 

10 * 1 pkt. (100 ) 
(a) Ph = (4 .5 ) to10 . 
(b ) Ph = 6 to 8 

10 x 1 pk.t. (100 ) 
32 Potassium Iodide 

10 ~ 100 gm 
33 Potassium Dihydrogen ortho 10 ~ 500 gm 

phosphate 
34 Di Potassium hydrogen phosphate 5 x 500 gm 
35 Potassium nitrate 

5 * 500gm 
Sodium Taurocholate 

5 * 500 gm 
37 Sodium Carbonate 

100 x 500gm 
38 Sodium Deoxycholate 

1 * 100gm 
39 Sodium bicarbonate 

10 ~ 500gm 
40 Di Sodium hydrogen ortho 5 x 500gm 

phosphate 
41 Sodium dihydrogen ortho 2 x 500 gm 

phosphate 
Sodium bi selenite 

5 * 100gm 
43 Sulphuric acid con .(LR ) 

20 x 500 ml 
44 Sulphanilic acid 

3 100 gm 
45 Tetramethyl paraphyenylene 5 x 5 gm 

diamine Dihydrochloride 

(Oxidase reagent) 
46 Potassium tellurite 

2 x 100 gm 
47 Urea AR 

5 500 gm 
48 Xylene 

20 * 1 L 
49 Yeast extract 

2 x 500gm 
50 Aluminium Potassium sulphate 1 x 5 gm 
51 Bile Salt Agar 

10 ~ 500 gm 
52 Brain Heart infusion Broth 100 x 500 gm 
53 Corn meal agar 

1 x 500 gm 
54 N -Acetyl-L - Cysteine 

1 * 100 gm 


100 x 450 ml 
200 x 500 ml 
2 x 100 


1 * 100 gm 
1 x 25g 
2 x 25 gm 
5 x 50 ml 


1 Absolute alcohol 
2 Acetone LR 
3 Asparagine 
4 Auramine 0, Practical grade 
5 L . Arabinose 
6 L. Arginine Hydrochloride 
7 Lactophenol Cotton Blue 

(readymade ) 
8 Cetrimide 
9 Crystal violet 
10 Dulcitol 
11 D -mannose 
12 Ferric chloride 
13 Glycerol 
14 Gentian violet 
15 Indian Ink 
16 Iodine 
17 Inositol 
18 Lactic acid 
19 Lead acetate 


1 100 g 
10 x 100 gm 
1 25 gm 
1 * 25 gm 
2 x 50 gm 
5 x 500 ml 
5 * 100 gm 
2 x 25 ml 
2 * 100 gm 
1 * 25 gm 
2 x 500 ml 
2 * 100 gm 
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നമ്പർ സി5 -13324 (9 )/ 2017 / എം . സി . റ്റി . 


2017 ഒക്ടോബർ 24. 


- തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് ആശുപത്രിയിലെ 

മെ കാ ബ യോ ളജി വകുപ്പി ലേക്ക് കെമി ക്ക ലു കൾ 
( 42 ഇനങ്ങൾ വിതരണം ചെയ്യുന്നതിലേക്ക് നിശ്ചിത ഫോറത്തിൽ 
മുദ്രവെച്ച ദർഘാസുകൾ ക്ഷണിക്കുന്നു . ദർഘാസ് അടക്കം 
ചെയ്യുന്ന കവറിനുമുകളിൽ ദർഘാസ് നമ്പർ എഴുതേണ്ടതും 
വ്യക്ത മായി പൂരിപ്പിച്ച് വെട്ടി തി രു ത്ത ലു കൽ ഇല്ലാതെ 
പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, തിരുവനന്തപുരം- 695 011 
കേരള എന്ന വിലാസത്തിൽ അയച്ചി രി ക്കേ ണ്ട താ ണ് . 
ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള തീയതിയിലും സമയത്തും 
അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് സമർപ്പിച്ചവരുടേയോ 
അ വർ ചുമ ത ല പ്പെ ടു ത്തി യിട്ടുള്ള ഏജന്റു മാ രു ടേയോ 
- സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. വൈകികിട്ടുന്ന ദർഘാസുകൾ 
പരിഗണിക്കുന്നതല്ല . 


TENDER SCHEDULE 
1. The period for which the rates to be in firm 

One year. 
2 . The rates should be inclusive of sale tax and for 

free delivery at the department concerned , 

otherwise the tender will be rejected . 
3. Advance payments conditions will not be 

considered . 
4 . Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 
5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessary ) neatly typed . 

Manuscripts should be avoided as far as possible . 
6 . Tenders should be accompanied with a formal 

agreement executed in - 200 Kerala non -judicial 
Stamp Paper together with required sum of Earnest 

Money Deposits . 
7. Earnest Money Deposits (One Percentage ) of the 

total cost of the articles quoted for can be remitted 
by way of Crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College , 

Thiruvananthapuram . 
8 . Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 

their tenders. 
9 . Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected. 
10. Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances. 
12. For Medicines, Surgicals and Materials, Samples 

should be submitted along with the tender. Tenders 
without samples will not be considered for 

selection . 
13 . Tenders should bear the signature and full postal 

address of the tenderers wherever necessary . 
14. The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenderers. 
15. Specifications of the items are given in the list. 
16. Negotiation will be made only with the firm 

offering lowest price whose specification confirms 

to the requirement in the tender notification . 
| Tender will be opened in the presence of such of 

the tenderers or his authorized representatives who 
may present at the time. They should have valid 

authorization letters. 
18 . More details can be had from this office on 

working hours. 
19. Amount quoted should be in Indian Rupees. 


- ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽപ്പ ര്യ മു ള്ള വർ 
മെഡിക്കൽ കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 
പ്രകാരം തുക അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘാസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, പോസ്റ്റേജ് 
സ്റ്റാമ്പ്, ഡ്രാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം വി. പി. പി . ആയി 
അയയ്ക്കുന്നതല്ല. 

ദർഘാസ് നമ്പർ 91/ 2017. 


അടങ്കൽ തുക - 4,97, 140 . 


നിരതദ്രവ്യം 


- 1 %. 


ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം) : 


ഒറിജിനൽ " 1,580. 


ഡ്യൂപ്ലിക്കേറ്റ് - 790. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 27 - 11 - 2017 , 3 മണി. 


- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 28 - 11- 2017 2 .30 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 28 - 11- 2017, 
3 മണി. 


ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി- - 
31- 3- 2018. 


17. 


I 


-- കൂടു തൽ വിവ ര ങ്ങ ൾ പ്രവൃത്തി സമയത്ത് ഈ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറി യാ വു ന്ന താ ണ്. ടെണ്ടർ 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവെയ്ക്കുന്നതിനോ, 
നിർത്തിവെയ്ക്കുന്നതിനോ ഉള്ള അധികാരം സൂപ്രണ്ടിൽ 
നിക്ഷിപ്തമാണ്. 
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DETAILS OF ITEMS 


(1) 


(3) 


Si. 
No. 


Items and Specifications 


Quantity 


(1) 


(2 ) 


(3) 


150 500 gm 
2 x 500gm 
500 plates 


) 


1 Agar Agar powder (Bacteriological) 
2 Trypticase soy Agar 
3 Chrom Agar plates for urinary 

pathogens 
4 Aesculin 
5 Ammonium Oxalate 
6 Hydrogen peroxide 3 % 
7 Liquid paraffin (light) 
8 D Mannitol 


9 Methanol 


10 Paraffin wax 


11 Phenylalanine 
12 Alpha naphthylamine 


13 Lactose 
14 Sorbose 
15 Sorbitol 
16 Starch 
17 Gelatin 
18 Hippuric acid 
19 Cinnamaldehyde 
20 PYR reagent 
21 Insulin 
22 Raffinose 
23 Xylose 
24 Rhamnose 
25 Sucrose 
26 Ninhydrine AR 
27 Brucella Agar base 
28 Anaerogas pack 


5 * 5 gm 
5 * 500gm 
10 ~ 500 ml 
5 * 500 ml 
10 ~ 500 gm 
5 x 500 ml 
5 * 500 gm 
1 x 500 gm 
2 x 500gm 
2 * 100 gm 

2 x 25 gm 
2 * 25 gm 
2 * 25 gm 
2 x 25 gm 
2 * 25 gm 
1 x 100 ml 
1 x 10 ml 
1 * 25 gm 
1 * 25 gm 
1 x 25 gm 
2 x 25 gm 
2 x 25 gm 
1 * 25 gm 
2 x 500 gm 
10 * 1 pkt. 
(5 Nos.) 
3 x 5mg 
4 x 500 gm 
5 x 5 gm 
2 x 500 gm 
1 x 500 gm 
5 * 500 gm 
1 x 500 ml 
1 x 5 gm 


37 ONPG disc 

50 disc 
38 Carba NP test 

100 test 
39 Boronic acid for AmpС detection 30 test 
40 Hichrom Candida Differential Agar 5 * 100 gm 
41 MHA, 2 % Glucose with Methylene Blue 3 x 500 gm 
42 Tween 80 

2 x 100 gm 
TENDER SCHEDULE 
1. The period for which the rates to be in firm 

One year. 
2. The rates should be inclusive of sales tax and for 

free delivery at the department concerned , 

otherwise the tender will be rejected . 
3. Advance payments conditions will not be 

considered 
4 . Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances. 
5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessary ) neatly typed . 

Manuscripts should be avoided as far as possible. 
6 . Tenders should be accompanied with a formal 

agreement executed in · 200 Kerala non - judicial 
Stamp Paper together with required sum of Earnest 

Money Deposits . 
7 . Earnest Money Deposits (One Percentage ) of the 

total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 

Thiruvananthapuram . 
8 . Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 

their tenders. 
9 . Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected . 
10. Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
11. Belated tenders will not be considered under any 

circumstances . 
12 . For Medicines, Surgicals and Materials , Samples 

should be submitted along with the tender. Tenders 
without samples will not be considered for 

selection . 
13 . Tenders should bear the signature and full postal 

address of the tenderers wherever necessary. 
14 . The undersigned reserves the right to reject any 

tender wholly or partially without any prior 
information to the tenderers. 


29 Actidione 
30 Zinc dust 
31 Toluidine blue 
32 Potassium Dichromate 
33 Triptone 
34 Meat extract 
35 Butanol 
36 Salicin 
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15. Specifications of the items are given in the list. 
| 16. Negotiation will be made only with the firm 

offering lowest price whose specification confirms 

to the requirements in the tender notification . 
| 17. Tender will be opened in the presence of such of 

the tenderers or his authorized representatives who 
may present at the time. They should have valid 

authorization letters . 
18. More details can be had from this office on 

working hours. 
19 . Amount quoted should be in Indian Rupees. 


- കൂടു തൽ വിവ ര ങ്ങ ൾ പ്രവൃത്തി സമയത്ത് ഇ 
ഓഫീസിൽ അന്വേഷിച്ചാൽ അറിയാ വു ന്ന താ ണ് . ടെണ്ടർ 
നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവെയ്ക്കുന്നതിനോ, 
നിർത്തിവെയ്ക്കു ന്ന തിനോ ഉള്ള അധികാരം സൂപ്രണ്ടിൽ 
നിക്ഷിപ്തമായിരിക്കും. 

Reagents all the Items should be Elisa Test 
1. Anti HBS ( Quanditative ) 

96 T x 4 
2. HBeAg 

96 T x 3 
3. Anti HBc ( IgG ) 

96 T x 8 
4. Anti HBc (IgM ) 

96 T x 2 
- Anti HAV/ (IgM ) 

96 T x 2 
- Anti HEV (IgM ) 

96 T x 2 
7. S. Alpha Fetoprotein 

96 T x 4 
- 8. S. Ferritin 

96 T x 4 
| 9. CA 19.9 

96 T x 3 
10. Anti H . Pylori ( Ig G ) 

96 T x 15 
11. Stool Antigen for H . Pylori 40 T x 4 
12 . Anti tissue trans glutaminase IgA 96 T x 1 
13 , CEA 

96 T x 4 
14. Kit for stool occult Blood test 50 T X 2 


- ( 5) 


നമ്പർ സി5 -26150/ 2017 / എം . സി. റ്റി . 2017 ഒക്ടോബർ 25. 

തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് ആശുപത്രിയിലെ 
മെഡിക്കൽ ഗ്യാസ് ട്രോ എന്ററോളജി വകുപ്പി ലേക്ക് 
റീ ഏജന്റുകൾ (14 ഇനങ്ങൾ) വിതരണം ചെയ്യുന്നതിലേക്ക് 
നിശ്ചിത ഫോറത്തിൽ മുദ്രവെച്ച ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . ദർഘാസ് അടക്കം ചെയ്യുന്ന കവറിനുമുകളിൽ 
ദർഘാസ് നമ്പർ എഴു തേ ണ്ട തും വ്യക്ത മായി പൂരിപ്പിച്ച് 
വെട്ടിത്തിരുത്തലുകൾ ഇല്ലാതെ പ്രിൻസിപ്പാൾ, മെഡിക്കൽ 
കോളേജ്, തിരുവനന്തപുരം-695 011 കേരളം എന്ന വിലാസത്തിൽ 
അയയ്ക്കേണ്ടതാണ്. ദർഘാസുകൾ താഴെ ചേർത്തിട്ടുള്ള 
തീയതിയിലും സമയത്തും അപ്പോൾ ഹാജരായിട്ടുള്ള ദർഘാസ് 
സമർപ്പിച്ച വ രു ടേയോ അവർ ചുമ ത ല പ്പെടു ത്തി യിട്ടുള്ള 
ഏജന്റു മാ രു ടേയോ സാന്നിദ്ധ്യത്തിൽ തുറ ക്കു ന്ന താ ണ്. 
വൈകികിട്ടുന്ന ദർഘാസുകൾ പരിഗണിക്കുന്നതല്ല. 

ദർഘാസ് സമർപ്പി ക്കു വാൻ താൽപ്പര്യ മു ള്ള വർ 
മെഡിക്കൽ കോളേജ് ഓഫീസിൽ അപേക്ഷിക്കുന്നപക്ഷം 
ആവശ്യമായ ദർഘാസ് ഫോറങ്ങൾ താഴെ കൊടുത്തിരിക്കുന്ന 
പ്രകാരം തുക അടച്ചാൽ ലഭിക്കുന്നതാണ്. ദർഘസ് ഫോറങ്ങൾ 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്കുകൾ, പോസ്റ്റേജ് 
സ്റ്റാമ്പ്, ഡാഫ്റ്റ് എന്നിവ ദർഘാസ് ഫോറത്തിന്റെ വിലയായി 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസ് ഫോറം വി . പി . പി . ആയി 
അയയ്ക്കുന്നതല്ല. 

ദർഘാസ് നമ്പർ 92 /2017 . 


TENDER SCHEDULE 


| 1. The period for which the rates to be in firm 

One year. 
2 . The rates should be inclusive of sale taxe and for 

free delivery at the department concerned , 
otherwise the tender will be rejected . 


3. Advance payments conditions will not be 

considered . 


4. Tender forms are neither transferable nor the cost 

of it will be refundable under any circumstances . 
5. Tenders are to be sent with details and illustrated 

pamphlet (wherever necessary ) neatly typed . 
Manuscripts should be avoided as far as possible . 


അടങ്കൽ തുക - - 4,99,000 . 


നിരതദ്രവ്യം - 1 %. 


ദർഘാസ് ഫോറത്തിന്റെ വില ( നികുതി സഹിതം ) : 

ഒറിജിനൽ - 1,580. 

ഡ്യൂപ്ലിക്കേറ്റ് - 790. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 27 - 11- 2017 , 3 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 28 -11-2017 , 2.30 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 28- 11 - 2017, 
3 മണി. 


6 . Tenders should be accompanied with a formal 

agreement executed in - 200 Kerala non -judicial 
Stamp Paper together with required sum of Earnest 

Money Deposits . 
7 . Earnest Money Deposits (One Percentage ) of the 

total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal , Government Medical College, 

Thiruvananthapuram . 
8 . Firms will be exempted from furnishing Earnest 

Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


ദർഘാസ് നിരക്ക് പ്രാബല്യത്തിലിരിക്കേണ്ട തീയതി 
31 - 3 - 2018. 
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(1) 


( 3 ) 


- 7 22 /2017 - യുറിട്ടറോസ്കോപ്പ് 6- 7.5 എഫ് യൂറോളജി 

സെമി റിജിഡ് 1 
8 23/ 2017 - - യുറിട്ടറോസ്കോപ്പ് 4 -6.5 എഫ് യൂറോളജി 

സെമി റിജിഡ് 1 


11 . 


- 9 24 / 2017 - മൾട്ടിപാരാ മോണിറ്റർ 1 


അന്തേ 
ഷ്യാളജി 


9 . Tenders unsealed , unsigned or submitted without 

superscription as specified are liable to be rejected. 
10. Tenders submitted with insufficient Earnest Money 

Deposit will not be entertained . 
Belated tenders will not be considered under any 
circumstances. 
For Medicines , Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 

selection . 
13 . Tenders should bear the signature and full postal 

address of the tenderers wherever necessary . 
14. The undersigned reserves the right to reject any 

tender wholly or partially without any prior 

information to the tenderers. 
15 . Specifications of the items are given in the list. 
16. Negotiation will be made only with the firm 

offering lowest price whose specification confirms 

to the requirement in the tender notification . 
17. Tender will be opened in the presence of such of 

the tenderers or his authorized representatives who 
may present at the time. They should have valid 

authorization letters. 
18 . More details can be had from this office on 

working hours. 
19 . Amount quoted should be in Indian Rupees . 


ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറി ജി നൽ കമ ന മ്പർ 1 - ന് - 500 + GST, 
ക്രമനമ്പർ 2 - നും 7 - നും - 600 + GST, ക്രമനമ്പർ 3, 4, 
5 , 8 , 9 ഇവയ്ക്ക് - 400 + GST, കമ ന മ്പർ 6 - ന് 
- 800 + GST. 


ഡ്യൂപ്ലിക്കേറ്റ് ക്രമനമ്പർ 1- ന് - 250 + GST, ക്രമനമ്പർ 
2 , 7 ഇവയ് ക്ക് - 3 0 0 + GST , ക മ ന മ്പർ 
3, 4, 5, 8, 9 ഇവയ്ക്ക് - 200 + GST, ക്രമ നമ്പർ 6 - ന് 
- 400 + GST. 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 27 - 11 - 2017 , 1 മണി. 

- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 27 - 11- 2017 , 4 മണി. 


- ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതിയും സമയവും - 
ക്രമനമ്പർ 1- ന് 28 - 11 - 2017, 11 മണി, ക്രമനമ്പർ 2 - ന് 28 - 11- 2017, 
11.30 മണി, ക്രമനമ്പർ 3 - ന് 28 - 11 - 2017 , 12 മണി, ക്രമനമ്പർ 
4 - ന് 28 - 11 - 2017 , 2. 30 മണി, ക്രമനമ്പർ 5 - ന് 28 - 11- 2017, 
3 മണി, ക്രമനമ്പർ 6 - ന് 28 - 11-2017 , 3.30 മണി, ക്രമനമ്പർ 7 - ന് 
29 - 11 - 2017 , 11 മണി, ക്രമനമ്പർ 8 - ന് 29 - 11- 2017 , 11.30 മണി, 
ക്രമനമ്പർ 9 - ന് 29 - 11 - 2017 , 12 മണി. 


ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം. 


( ഒപ്പ്) 
പ്രിൻസിപ്പാൾ. 


പുനർ ദർഘാസ് പരസ്യം 
നമ്പർ സി1/ 8965 / 2017/ റ്റി . ഡി . എം . സി . എ . 2017 ഒക്ടോബർ 10 . 

ആലപ്പുഴ ഗവ. റ്റി. ഡി. മെഡിക്കൽ കോളേജിലെ വിവിധ 
വിഭാഗത്തിലേക്ക് ആ വ ശ്യ മായ താഴെപറയു ന്ന വ 
വിത രണം ചെയ്യു ന്ന തി നായി പിൻ സിപ്പാൾ മുദ്രവച്ച 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ക്രമ ദർഘാസ് നമ്പരും ഉപകരണങ്ങളുടെ 

- വകുപ്പ് 
നമ്പർ 

- പേരും അളവും 


(1) 


- (3 ) 


- 1 14/ 2017 - ഹാൻഡ് ഹെൽഡ് ആട്ടോമാറ്റിക് അന 

ട്രാൻസ്പോർട്ട് വെന്റിലേറ്റർ - 1 ഷോളജി 
2 15 / 2017 - പേഷ്യന്റ് വാമിംഗ് ബ്ലാങ്കറ്റ് - 1 അന 

ഷോളജി 
- 3 16/ 2017 - ഇലക്ട്രോലൈറ്റ് അനലൈസർ - 1 ബയോ 

കെമിസ്ട്രി 
4 17 / 2017 - ഇലക്ട്രോകോട്ടറി മെഷീൻ - 1 ഡെർമറ്റോളജി 
- 5 18 / 2017 - വൈ - ഫൈ കാർഡ്ലെസ്സ് ഡിജിറ്റൽ 
ഡെർമകോപ്പ് - 1 

ഡെർമറ്റോളജി 
- 6 19 / 2017 - ആട്ടോക്ലേവ് ഹൊറിസോണ്ടൽ - 2 മൈക്രോ 

ബയോളജി 


- ദർഘാസ്ഉള്ളടക്കം ചെയ്ത കവറിന് പുറത്ത് ദർഘാസ് 
നമ്പർ, ഇനവിവരം എന്നിവ രേഖപ്പെടുത്തി പ്രിൻസിപ്പാൾ, 
ഗവ. റ്റി . ഡി . മെഡിക്കൽ കോളേജ്, ആലപ്പുഴ- 688 005 എന്ന 
വിലാസത്തിൽ അയയ്ക്കേണ്ടതാകുന്നു . വൈകി കിട്ടുന്ന 
ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ മുകളിൽ 
കൊടുത്തിരിക്കുന്ന തീയതിയിലും സമ യ ത്തിലും 
സമർപ്പിക്കുന്നവരുടെയോ അവർ നിയോഗിക്കുന്ന പ്രതിനിധി 
കളുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. ദർഘാസുകൾ 
ഓഫീസ് സമയത്ത് നിർദ്ദിഷ്ട വിലയ്ക്ക് മെഡിക്കൽ കോളേജ് 
ഓഫീസിൽ നിന്നും വാങ്ങാവുന്നതാണ്. ചെക്ക്, ഡാഫ്റ്റ്, 
സ്റ്റാമ്പ് എന്നിവ ദർഘാസിന്റെ വിലയായി സ്വീകരിക്കുന്നതല്ല. 
ദർഘാസുകൾ കൈമാറ്റം ചെയ്യാൻ പാടില്ല . വില തിരികെ 
ലഭിക്കുന്നതല്ല. ദർഘാ സു കൾ തപാലിൽ ലഭി ക്കു വാൻ 
ആഗ്രഹിക്കുന്നവർ ദർഘാസിന്റെ വിലയോടൊപ്പം ചാർജ്ജായി 
- 50 മണിയോർഡറായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസുകൾ 
സ്വീക രി ക്കുന്ന അ വ സാ ന ദിവ സ ത്തിന് 10 പവ്യത്തി 
ദിവസങ്ങൾക്കു മുമ്പ് കിട്ടുന്ന മണിയോർഡറുകൾ മാത്രമേ 
സ്വീക രി ക്കു ക യു ള്ളൂ . സാങ്കേതിക വിശദാംശങ്ങൾ 
ദർ ഘാസിനോടൊപ്പം ലഭിക്കുന്നതാണ്. ദർഘാസ് 
സമർപ്പിക്കുമ്പോൾ - 200 - ന്റെ മുദ്രപ്പത്രത്തിൽ സമ്മതപത്രവും 
ക്വാട്ട് ചെയ്യുന്ന ആകെ വിലയുടെ ഒരു ശതമാനം വരുന്ന 
തുകയ്ക്ക് (കുറഞ്ഞത് - 1,500 ) പ്രിൻസിപ്പാളിന്റെ പേരിൽ 
എടുത്തിട്ടുള്ള ഡിമാന്റ് ഡാഫ് റ്റോ സ്ഥിര നിക്ഷേപ 
സർട്ടിഫിക്കറ്റോ നിരതദ്രവ്യമായി സമർപ്പിക്കേണ്ടതാണ്. 
സമ്മതപത്രവും നിരതദ്രവ്യവും അടക്കം ചെയ്യാത്ത 
ദർഘാസുകൾ നിരസിക്കുന്നതായിരിക്കും. 
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No . C1/ 8965 / 2017/ TDMCA . 


10th October 2017. 


Sealed tenders are invited for the supply of 
following equipments to Govt. T. D . Medical College, 
Alappuzha. 


Sl. 


No . 


Tender Number and 
Name of Equipments 

with Quantity 


Department 


undersigned on all working days from 10 a. m . to 4 p . m . 
Cheques, Drafts , Postage Stamps , etc ., will not be 
accepted towards the cost of tender forms. Duplicate 
tender, if requied will be issued on additional payments 
as shown above . Tender form is not transferable and the 
cost is not refundable . Tender forms will be supplied to 
the firm by registered post subject to be a cash payment 
of - 50 in addition as postage charges. Money Order will 
be accepted only if received within 10 clear working days 
prior to due date for submission of tenders. Further 
details can be had from the college office during working 
time. Tender should be accompanied by an agreement 
executed in Kerala Stamp Paper Worth - 200 and EMD 1 % 
of the total cost ( minimum - 1 ,500 ) of the item tendered. 
Tenders without EMD will be rejected . 


1 


Anesthesiology 


14/2017 - Hand held automatic 

- transport ventilator - 1 


2 


15 / 2017 - Patient warming 

Blanket - 1 


Anesthesiology 


Biochemistry 


3 
4 


16/2017 - Electrolyte analyzer - 1 
17/2017 _ Electrocaltry 

machine — 1 


Dermatology 


Government T. D . 

Medical College , 
Alappuzha . 


( Sd .) 
Principal. 


5 


Dermatology 


ദർഘാസ് പരസ്യം 


6 
7 


18/2017 — Wi-Fi cardless digital 

dermascope — 1 
19/2017 - Autoclave horizontal - 2 
22/2017 - Ureteroscope 6- 7.5 F 

-- semi rigid - 1 
23/ 2017 - Ureteroscope 4- 6.5 F 

-- semi rigid - 1 
24/2017 - Multipara Monitor - 1 


Microbiology 

Urology 


(1) 


8 


Urology 


- 9 


Anesthesiology 


Cost of tender forms : 

Original — 500 + GST for Sl. Nos. 1 ; · 600 + GST 
for Sl. Nos. 2 , 7 ; - 400 + GST for Sl. Nos . 3, 4 , 
5, 8 , 9 and - 800 + GST for Sl. No . 6 . - 
Duplicate _ - 250 + GST for Sl . No . 1 ; 
- 300 + GST for Sl. Nos . 2 , 7 ; - 200 + GST for 
Sl. Nos. 3, 4, 5 , 8 , 9 and - 400 + GST for Sl. No. 6 . 

Last date and time of sale of tender form 
27- 11 - 2017, 1 p . m . 

Last date and time of receipt of tender form 
27 - 11- 2017, 4 p. m . 

Date and time of opening of tenders 
28-11-2017, 11 a. m . for Sl. No . 1, 28-11-2017, 11 .30 a. m . for 
Sl. No . 2 , 28- 11 - 2017, 12 Noon for Sl. No . 3 , 
28 -11 -2017, 2 .30 p . m . for Sl. No . 4 , 28- 11 - 2017, 
3 p . m . for Sl. No . 5 , 28 - 11 - 2017, 3 .30 p . m . for Sl. No . 6 , 
29 -11 -2017 , 11 a. m . for Sl. No. 7 , 29 -11 -2017 , 11 . 30 a . m . 
for Sl . No. 8, 29 - 11- 2017, 12 Noon for Sl. No . 9 . 

Tenders should be addressed to the Principal, 
T. D . Medical College , Alappuzha- 688 005 . Tender No . & 
due date should be superscribed on each envelope . Late 
tenders will not be accepted. Tender will be opened at 
the time and date noted above each tender in the 
presence of such tenderers or their authorized 
representatives who may be present at that time. 
Intending tenderers may obtain the tender forms from the 


നമ്പർ സി / 1241/ 2017/ ജി. ഡി. സി . എ . 2017 സെപ്റ്റംബർ 18 . 

ആല പ്പുഴ ഗവൺമെന്റ് ദന്തൽ കോ ളേജിലെ 
പീഡോ ഡോന്റിക് സ് . കൺസർവേറ്റീവ് ദന്തിസ് ടി 
വിഭാ ഗ ങ്ങളി ലേക്ക് അപ്പെക് സ് ലോക്കേ റ്റർ (2 എണ്ണം) 
വിതരണം ചെയ്യുന്നതിലേക്ക് കമ്പനികളിൽ നിന്ന്മുദ്രവെച്ചതും 
മത്സരാധിഷ്ഠിതവുമായ ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ആവശ്യമെങ്കിൽ സാധന സാമഗിയുടെ സോദാഹരണ 
പദർശനം നടത്തേണ്ടതു മാ ണ് . വാറണ്ടി കാലയളവും 
എ . എം . സി ./ സി . എ . എം . സി . നിരക്കും ടെണ്ടറിൽ വ്യക്ത 
മായി രേഖപ്പെടുത്തണം. 

ടെണ്ടറിൽ പങ്കെടുക്കുന്ന വിതരണക്കാർ നിർമ്മാതാക്കൾ 
അവരുടെ ബാങ്ക് അക്കൗണ്ട് നമ്പർ, ഐ . എഫ്. സി . കോഡ് 
എന്നിവ വ്യക്ത മാക്കി യി രിക്ക ണം . വിതരണം ചെയ്യുന്ന 
സ്ഥാപിക്കുന്ന ഉപക ര ണ ത്തിന്റെ ബിൽ തുക വിതരണം 
ചെയ്യുന്ന വിത ര ണ ക്കാർ സ്ഥാപി ക്കു ന്ന വരുടെ ബാങ്ക് 
അക്കൗണ്ടിൽ ലയിപ്പിക്കുന്നതിലേക്ക് വേണ്ടിയാണിത്. 

ഉപക ര ണ ങ്ങൾ സംബന്ധിച്ചുള്ള വിശദ വിവരങ്ങൾ 
ദർഘാസ് ഫോറങ്ങളോടൊപ്പം നൽകുന്നതായിരിക്കും. ദർഘാസ് 
രേഖകൾ അടങ്ങിയ കവറിന്റെ പുറത്ത് മേലെഴുത്തോടുകൂടി 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ദന്തൽ കോളേജ്, ആലപ്പുഴ- 5 
എന്ന വിലാസത്തിൽ അയക്കേണ്ടതാണ്. നിശ്ചിത സമയം 
കഴിഞ്ഞുകിട്ടുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. 

അടങ്കൽ തുക 1,10,000. 
- ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ " 400. 
ഡ്യൂപ്ലിക്കേറ്റ് - 200. 

തപാൽ വഴി 450 . 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും -- 25 -11- 2017 , വൈകിട്ട് 3 മണി. 

ദർഘാസുകൾ ഓഫീസിൽ ലഭിക്കേണ്ട അ വ സാന 
- തീയതിയും സമയവും -- 27 - 11- 2017 , വൈകിട്ട് 4 മണി. 
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ദർഘാസുകാരന്റെയോ അയാൾ അധികാരപ്പെടുത്തിയ 
പതി നി ധി യു ടെയോ സാന്നിദ്ധ്യ ത്തിൽ ദർഘാ സു കൾ 
28- 11- 2017 ഉച്ചയ്ക്ക് 12 മണിക്ക് തുറക്കുന്നതായിരിക്കും. 
പ്രവർത്തി ദിനങ്ങളിൽ നിശ്ചിത തുക ക്യാഷ് കൗണ്ടറിൽ 
ഒടുക്കി ദർഘാസ് ഫോറം ആഫീസിൽ നിന്നും വൈകിട്ട് 
മൂന്ന്മണിവരെ നേരിട്ട് വാങ്ങാവുന്നതാണ്. ദർഘാസിന്റെ 
വില + 50 മണിയോർഡർ അയച്ചാൽ ദർഘാസ് ഫോറം 
തപാലായി അയയ്ക്കുന്നതാണ്. ദർഘാസ് ഫോറത്തിനായി 
ഒടു ക്കുന്ന തുക യാതൊരു കാര ണ വശാലും തിരികെ 
ലഭിക്കുന്നതല്ല. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ 
പാടില്ല . ദർഘാസ് വിൽപന എല്ലാ പ്രവൃത്തി ദിവസങ്ങളിലും 
വൈകു ന്നേരം 3 മണിക്ക് അ വ സാ നി ക്കും . ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി തപാൽ മുദ്രകളോ ചെക്കുകളോ 
സ്വീക രി ക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറ ങ്ങ ൾ വി . പി . പി . 
രീതിയിൽ അയയ്ക്കുന്നതല്ല. പകർപ്പ് ദർഘാസ് ഫോറങ്ങൾ 
പകുതി വിലയ്ക്ക് ലഭിക്കുന്നതാണ്. - 200 വിലയുള്ള കേരള മുദ്ര 
പത്രത്തിൽ നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രം വാഗ്ദത്ത 
തുകയുടെ 1 % നിരതദ്രവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. ഇതിൽ വീഴ്ച വരുത്തുന്ന ദർഘാസുകൾ 
തിരസ്കരിക്കപ്പെടുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
പ്രവർത്തി ദിനങ്ങളിൽ ആഫീസിൽനിന്നും ലഭ്യമാണ്. 


The tenders will be opened on 28 - 11- 2017 , 
12 Noon in the presence of the Bidders or their authorized 
representative who may be present at that 
time. Application for the tender form should be 
accompanied by a cash remittance which is the price fixed 
for a form /set of forms and which is not refundable under 
any circumstances. The tender forms are not transferable . 
Cheques , Postage Stamps etc . will not be accepted 
towards the cost of forms, nor will the forms be sent per 
V . P. P. Duplicate tender forms, if required will be issued at 
half of tender cost per copy. Rate should be quoted in 
Indian Rupees only. The tenders without the agreement in 
the Kerala Stamp Paper worth - 200 and Earnest Money 
Deposit @ 1 % of quoted rate and the tenders that do not 
satisfy the conditions are liable to be rejected without any 
notice . Cheque , Draft, Postage Stamps etc., will not be 
accepted towards the cost of the tender forms. 

Stamp Paper will be supplied to the firms outside 
Kerala on request, along with the remittance of 
- 250 by Money Order taken in favour of the Principal, 
Government Dental College , Alappuzha -688 005. 


SPECIFICATION 


Appex Locator 
D . C 4 . 5 V ( AAA dry cell battery 1 . 5 VX3 ) Power 100MM, 
AC 80 Mv or less , AC 100 micro A or less, Reflective color 
LCD Display Control Unit W60xD60xH86 .5mm . 


( 2) 


No. C /1241/ 2017/ GDCA. - 18th September 2017. 

Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers/ authorized 
suppliers for the purchase of Apex Locator (2 Nos.) in the 
Pedo and CD departments of Government Dental College , 
Alappuzha . Demonstration of the item is to be done if 
necessary. The details of equipments will be issued along 
with the tender forms. Period of warranty, rate of 
AMC /CAMC should be specifically quoted in the tender. 

The envelopes containing the tender should bear 
the superscription should be addressed to the Principal, 
Government Dental College, Alappuzha. Late tenders will 
not be accepted . 

All the participating Bidders/Authorized Dealers 
should clearly show their Bank Accounts and Bank s 
IFC code (bold letters) in an authorized Letterhead for 
payments through online . 

Estimate Cost - - 1,10 ,000 . 
Cost of tender form : 

Original — 400 . 
Duplicate - 200 . 

By Post - 450. 
Last date and time of sale of the tender forms — 
25-11- 2017, 3 p . m . 

Last date and time for sale of tender forms by 
post _ - 8 -11 -2017, 3 p . m . 

Last date of the receipt of the tender forms 
27-11- 2017, 4 p . m . 


നമ്പർ സി / 1242 /2017 / ജി . ഡി. സി. എ . 2017 സെപ്റ്റംബർ 18 . 

- ആലപ്പുഴ ഗവൺമെന്റ് ദന്തൽ കോളേജിലെ പീഡോ 
ആന്റ് കൺസർവേറ്റീവ് ദന്തിസ്ട്രി എന്നീ വിഭാഗങ്ങളിലേക്ക് 
റോട്ടറി എൻഡോഡോന്റിക്സ് വിത്ത് ഹാൻഡ് പീസ് (2 എണ്ണം) 
വിതരണം ചെയ്യുന്നതിലേക്ക് കമ്പനികളിൽ നിന്ന് മുദ്രവെച്ചതും 
മത്സരാധിഷ്ഠിതവുമായ ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ആവ ശ്യ മെ ങ്കിൽ സാധ ന / സാ മഗിയുടെ സോദാ ഹ രണ 
പദർശനം നട ത്തെ ണ്ട തു മാ ണ് . വാറണ്ടി കാല യ ളവും 
എ . എം . സി. സി . എ . എം . സി . നിരക്കും ടെണ്ടറിൽ വ്യക്തമായി 
രേഖപ്പെടുത്തണം. 

ടെണ്ടറിൽ പങ്കെടുക്കുന്ന വിതരണക്കാർ നിർമ്മാതാക്കൾ 
അവരുടെ ബാങ്ക് അക്കൗണ്ട് നമ്പർ, ഐ . എഫ്. സി . കോഡ് 
എന്നിവ വ്യക്ത മാക്കി യി രിക്ക ണം . വിതരണം ചെയ്യുന്ന 
സ്ഥാപിക്കുന്ന ഉപക ര ണ ത്തിന്റെ ബിൽ തുക വിതരണം 
ചെയ്യുന്ന വിത ര ണ ക്കാർ സ്ഥാപി ക്കു ന്ന വരുടെ ബാങ്ക് 
അക്കൗണ്ടിൽ ലയിപ്പിക്കുന്നതിലേക്ക് വേണ്ടിയാണിത്. 

ഉപക ര ണ ങ്ങൾ സംബന്ധിച്ചുള്ള വിശദ വി വ ര ങ്ങൾ 
ദർഘാസ് ഫോറങ്ങളോടൊപ്പം നൽകുന്നതായിരിക്കും. ദർഘാസ് 
രേഖകൾ അടങ്ങിയ കവറിന്റെ പുറത്ത് മേലെഴുത്തോടുകൂടി 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ദന്തൽ കോളേജ്, ആലപ്പുഴ- 5 
എന്ന വിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. നിശ്ചിത സമയം 
കഴിഞ്ഞുകിട്ടുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . 

അടങ്കൽ തുക 1,20, 000 . 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ - 400. 
ഡ്യൂപ്ലിക്കേറ്റ് - 200. 
തപാൽ വഴി 450 . 
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- ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 25 - 11- 2017 വൈകിട്ട് 3 മണി. 

- ദർഘാസുകൾ ഓഫീസിൽ ലഭി ക്കേണ്ട അ വ സാന 
തീയതിയും സമയവും 27 - 11 - 2017 വൈകിട്ട് 4 മണി. 

- ദർഘാസുകാരന്റെയോ അയാൾ അധികാരപ്പെടുത്തിയ 
പതി നി ധി യു ടെ യോ സാന്നിദ്ധ്യ ത്തിൽ ദർ ഘാ സു കൾ 
28 - 11 - 2017 ഉച്ചയ്ക്ക് 1 മണിക്ക് തുറക്കുന്നതായിരിക്കും. 
പ്രവർത്തി ദിനങ്ങളിൽ നിശ്ചിത തുക ക്യാഷ് കൗണ്ടറിൽ 
ഒടുക്കി ദർഘാസ് ഫോറം ആഫീസിൽ നിന്നും വൈകിട്ട് 
മൂന്ന്മണിവരെ നേരിട്ട് വാങ്ങാവുന്നതാണ്. ദർഘാസിന്റെ 
വില + - 50 മണിയോർഡർ അയച്ചാൽ ദർഘാസ് ഫോറം 
തപാലായി അയയ്ക്കുന്നതാണ്. ദർഘാസ് ഫോറത്തിനായി 
ഒടു ക്കുന്ന തുക യാതൊരു കാര ണ വശാലും തിരികെ 
ലഭിക്കുന്നതല്ല. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ 
പാടില്ല . ദർഘാസ് വിൽപന എല്ലാ പ്രവൃത്തി ദിവസങ്ങളിലും 
വൈകു ന്നേരം 3 മണിക്ക് അ വ സാ നി ക്കും . ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി തപാൽ മുദ്രകളോ ചെക്കുകളോ 
സ്വീക രി ക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറ ങ്ങ ൾ വി. പി . പി . 
രീതിയിൽ അയയ്ക്കുന്നതല്ല. പകർപ്പ് ദർഘാസ് ഫോറങ്ങൾ 
പകുതി വിലയ്ക്ക് ലഭിക്കുന്നതാണ്. - 200 വിലയുള്ള കേരള 
മുദ്രപ്പത്രത്തിൽ നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രം വാഗ്ദത്ത 
തുകയുടെ 1 % നിരതദ്രവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. ഇതിൽ വീഴ്ച വരുത്തുന്ന ദർഘാസുകൾ 
തിരസ്കരിക്കപ്പെടുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
പ്രവർത്തി ദിനങ്ങളിൽ ആഫീസിൽനിന്നും ലഭ്യമാണ്. 


Last date and time of the receipt of the tender 
forms 27-11- 2017, 4 p. m . 

The tenders will be opened on 28 - 11 - 2017 , 
1 p . m . in the presence of the Bidders or their authorized 
representative who may be present at that time. 
Application for the tender form should be accompanied by 
a cash remittance which is the price fixed for a form / set of 
forms and which is not refundable under any 
circumstances . The tender forms are not transferable . 
Cheques, Postage Stamps etc . will not be accepted 
towards the cost of forms, nor will the forms be sent per 
V . P. P. Duplicate tender forms, if required will be issued at 
half of tender cost per copy. Rate should be quoted in 
Indian Rupees only . The tenders without the agreement in 
the Kerala Stamp Paper worth - 200 and Earnest Money 
- Deposit @ 1 % of quoted rate and the tenders that do not 

satisfy the conditions are liable to be rejected without any 
notice . Cheque , Draft , Postage Stamps etc ., will not be 
accepted towards the cost of the tender forms. 

Stamp Paper will be supplied to the firms outside 
Kerala on request, along with the remittance of 
- 250 by Money Order taken in favour of the Principal, 
Government Dental College, Alappuzha- 688 005 . 


No. C /1242/ 2017 / GDCA. 

18th September 2017. 
Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers/ authorized 
suppliers for the supply of Rotary Endodontic motor 
(2Nos .), with hand piece in the Pedo and CD 
departments of Government Dental College, Alappuzha . 
Demonstration of the item is to be done if necessary . 
Period of warranty rate of AMC /CAMC should be 
specifically quoted in the tender. The details of 
equipments will be issued along with the tender forms. 

The envelopes containing the tender should bear 
the superscription should be addressed to the Principal, 
Government Dental College , Alappuzha . Late tenders will 
not be accepted . 

All the participating Bidders /Authorized Dealers 
should clearly show their Bank Accounts and Bank s 
IFC code (bold letters) in an authorized Letterhead for 
payments through online. 

Estimate Cost _ = 1,20,000 . 
Cost of tender form : 

Original — 400. 
Duplicate - 200. 

By Post - 450 . 
Last date and time of sale of the tender forms 
25-11- 2017, 3 p. m . 

Last date and time for sale of tender forms by 
post - 8 - 11 -2017, 3 p . m . 


നമ്പർ സി / 1243/ 2017 / ജി . ഡി. സി. എ . 2017 സെപ്റ്റംബർ 18 . 

- ആലപ്പുഴ ഗവൺമെന്റ് ദന്തൽ കോളേജിലെ വിവിധ 
വിഭാഗങ്ങളിലേക്ക് അൾട്രാസോണിക് ക്ലീനർ ( 6 എണ്ണം) 
വിതരണം ചെയ്യുന്നതിലേക്ക് കമ്പനികളിൽ നിന്ന് മുദ്രവെച്ചതും 
മത്സരാധിഷ്ഠിതവുമായ ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ആവശ്യമെങ്കിൽ സാധന സാമഗ്രിയുടെ സോദാഹരണ പ്രദർശനം 
നടത്തേണ്ടതു മാ ണ് . വാറണ്ടി കാലയളവും എ . എം . സി . 
സി. എ . എം. സി. നിരക്കും ടെണ്ടറിൽ വ്യക്തമായി രേഖപ്പെടുത്തണം. 

ടെണ്ടറിൽപങ്കെടുക്കുന്ന വിതരണക്കാർ നിർമ്മാതാക്കൾ 
അവരുടെ ബാങ്ക് അക്കൗണ്ട് നമ്പർ, ഐ . എഫ്. സി . കോഡ് 
എന്നിവ വ്യക്ത മാക്കി യി രി ക്ക ണം . വിതരണം ചെയ്യുന്ന 
സ്ഥാപിക്കുന്ന ഉപക ര ണ ത്തിന്റെ ബിൽ തുക വിതരണം 
ചെയ്യുന്ന വിത ര ണ ക്കാർ/ സ്ഥാപി ക്കു ന്ന വരുടെ ബാങ്ക് 
അക്കൗണ്ടിൽ ലയിപ്പിക്കുന്നതിലേക്ക് വേണ്ടിയാണിത്. 

ഉപകരണങ്ങൾ സംബന്ധിച്ചുള്ള വിശദ വിവരങ്ങൾ 
ദർഘാസ് ഫോറങ്ങളോടൊപ്പം നൽകുന്നതായിരിക്കും. ദർഘാസ് 
രേഖകൾ അടങ്ങിയ കവറിന്റെ പുറത്ത് മേലെഴുത്തോടുകൂടി 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ദന്തൽ കോളേജ്, ആലപ്പുഴ- 5 
എന്ന വിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. നിശ്ചിത സമയം 
കഴിഞ്ഞുകിട്ടുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. 

അടങ്കൽ തുക - 2,70,000 . 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ - 540. 
ഡ്യൂപ്ലിക്കേറ്റ് - 270 . 

തപാൽ വഴി 590. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 27 -11 - 2017 വൈകിട്ട് 3 മണി. 

ദർഘാസുകൾ ഓഫീസിൽ ലഭി ക്കേണ്ട അ വ സാന 
തീയതിയും സമയവും 28 - 11- 2017 വൈകിട്ട് 4 മണി. 
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The tenders will be opened on 30 - 11 - 2017 , 
1 a . m . in the presence of the Bidders or their authorized 
representative who may be present at that time. 
Application for the tender form should be accompanied by 
a cash remittance which is the price fixed for a form /set of 
forms and which is not refundable under any 
circumstances . The tender forms are not transferable . 
Cheques , Postage Stamps etc . will not be accepted 
towards the cost of forms, nor will the forms be sent per 
V . P . P. Duplicate tender forms, if required will be issued at 
half of tender cost per copy. Rate should be quoted in 
Indian Rupees only. The tenders without the agreement in 
the Kerala Stamp Paper worth - 200 and Earnest Money 
Deposit @ 1 % of quoted rate and the tenders that do not 
satisfy the conditions are liable to be rejected without any 
notice. Cheque , Draft, Postage Stamps etc ., will not be 
accepted towards the cost of the tender forms. 

Stamp Paper will be supplied to the firms outside 
Kerala on request, along with the remittance of 
- 250 by Money Order taken in favour of the Principal, 
Government Dental College , Alappuzha -688 005. 

SPECIFICATION 


- Outside dimension ( 48x31 x37 ) Tank dimension 
( 35x22x22 ) Operating frequency 40KHz power 
- output 400W. 


ദർഘാസുകാരന്റെയോ അയാൾ അധികാരപ്പെടുത്തിയ 
പതി നി ധി യു ടെയോ സാന്നി ദ്ധ്യ ത്തിൽ ദർഘാ സു കൾ 
30 - 11- 2017 ഉച്ചയ്ക്ക് 1 മണിക്ക് തുറക്കുന്ന താ യി രിക്കും. 
പ്രവർത്തി ദിനങ്ങളിൽ നിശ്ചിത തുക ക്യാഷ് കൗണ്ടറിൽ 
ഒടുക്കി ദർഘാസ് ഫോറം ആഫീസിൽ നിന്നും വൈകിട്ട് 
മൂന്ന്മണിവരെ നേരിട്ട് വാങ്ങാവുന്നതാണ്. ദർഘാസിന്റെ 
വില + - 50 മണിയോർഡർ അയച്ചാൽ ദർഘാസ് ഫോറം 
തപാലായി അയയ്ക്കുന്നതാണ്. ദർഘാസ് ഫോറത്തിനായി 
ഒടുക്കുന്ന തുക യാതൊരു കാരണവശാലും തിരികെ ലഭിക്കു 
ന്നതല്ല. ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ പാടില്ല . 
ദർ ഘാസ് വിൽപന എല്ലാ പ്രവൃത്തി ദിവ സ ങ്ങ ളിലും 
വൈകു ന്നേരം 3 മണിക്ക് അ വ സാ നി ക്കും . ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി തപാൽ മുദ്രകളോ ചെക്കുകളോ 
സ്വീക രി ക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറ ങ്ങ ൾ വി . പി . പി . 
രീതിയിൽ അയയ്ക്കുന്നതല്ല. പകർപ്പ് ദർഘാസ് ഫോറങ്ങൾ 
പകുതി വിലയ്ക്ക് ലഭിക്കുന്നതാണ്. - 200 വിലയുള്ള കേരള 
മുദ്രപ്പത്രത്തിൽ നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രം വാഗ്ദത്ത 
തുകയുടെ 1 % നിരതദ്രവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. ഇതിൽ വീഴ്ച വരുത്തുന്ന ദർഘാസുകൾ 
തിരസ്കരിക്കപ്പെടുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
പ്രവർത്തി ദിനങ്ങളിൽ ആഫീസിൽനിന്നും ലഭ്യമാണ്. 
No . C/1243/2017 / GDCA . 

18th September 2017 . 
Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers /authorized 
suppliers for the purchase of Ultrasonic Cleaner (No. 60 ) in 
all departments Government Dental College , Alappuzha 
Demonstration of the item is to be done if necessary . 
Period of warranty rate of AMC/CAMC should be 
specifically quoted in the tender. The details of 
equipments will be issued along with the tender forms. 

The envelopes containing the tender should bear 
the superscription should be addressed to the Principal, 
Government Dental College, Alappuzha . Late tenders will 
not be accepted . 

All the participating Bidders/Authorized Dealers 
should clearly show their Bank Accounts and Bank s 
IFC code (bold letters ) in an authorized Letterhead for 
payments through online . 

Estimate Cost _ 2 , 70,000. 
Cost of tender form : 
- Original - 540 . 

Duplicate " 270 . 

By Post - - 590. 
Last date and time for sale of tender forms by 
post _ 10 -11- 2017, 3 p. m . 

Last date and sale of the tender forms 
27-11 -2017, 3 p . m . - 

Last date and time for the receipt of the 
tender forms - 28- 11- 2017, 4 p . m . 


നമ്പർ സി /1244/ 2017 / ജി. ഡി. സി . എ . 2017 സെപ്റ്റംബർ 18. 

ആല പ്പുഴ ഗവൺമെന്റ് ദന്തൽ കോളേജിലെ 
പീഡോ ഡോന്റിക് സ് . കൺസർവേറ്റീവ് ദന്തിസ് ടി. 
വിഭാഗങ്ങളിലേക്ക് അമാൽഗ മേറ്റർ ( 4 എണ്ണം) വിതരണം 
ചെയ്യു ന്ന തി ലേക്ക് കമ്പ നി ക ളിൽ നിന്ന് മുദ്ര വെ ച്ചതും 
മത്സരാധിഷ്ഠിതവുമായ ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ആ വ ശ്യ മെ ങ്കിൽ സാധ ന | സാ മഗിയുടെ സോദാ ഹ രണ് 
പദർശനം നട ത്തേ ണ്ട തു മാ ണ് . വാറണ്ടി കാല യളവും 
എ . എം . സി ./ സി . എ . എം . സി . നിരക്കും ടെണ്ടറിൽ വ്യക്തമായി 
രേഖപ്പെടുത്തണം. 

ടെണ്ടറിൽ പങ്കെടുക്കുന്ന വിതരണക്കാർ നിർമ്മാതാക്കൾ 
അവരുടെ ബാങ്ക് അക്കൗണ്ട് നമ്പർ, ഐ . എഫ്. സി . കോഡ് 
എന്നിവ വ്യക്ത മാക്കി യി രിക്ക ണം . വിതരണം ചെയ്യുന്ന 
സ്ഥാപിക്കുന്ന ഉപക ര ണ ത്തിന്റെ ബിൽ തുക വിതരണം 
ചെയ്യുന്ന വിത ര ണ ക്കാർ സ്ഥാപി ക്കു ന്ന വരുടെ ബാങ്ക് 
അക്കൗണ്ടിൽ ലയിപ്പിക്കുന്നതിലേക്ക് വേണ്ടിയാണിത്. 

ഉപക ര ണ ങ്ങൾ സംബന്ധിച്ചുള്ള വിശദ വിവരങ്ങൾ 
ദർഘാസ് ഫോറങ്ങളോടൊപ്പം നൽകുന്നതായിരിക്കും. ദർഘാസ് 
രേഖകൾ അടങ്ങിയ കവറിന്റെ പുറത്ത് മേലെഴുത്തോടുകൂടി 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ദന്തൽ കോളേജ്, ആലപ്പുഴ- 5 
എന്ന വിലാസത്തിൽ അയയ്ക്കേണ്ടതാണ്. നിശ്ചിത സമയം 
കഴിഞ്ഞുകിട്ടുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. 

അടങ്കൽ തുക - 1,40,000. 
ദർഘാസ് ഫോറത്തിന്റെ വില 

ഒറിജിനൽ - 400. 
ഡ്യൂപ്ലിക്കേറ്റ്- 200. 
തപാൽ വഴി - 450. 
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Last date of the receipt of the tender forms - 
| 28 -11-2017, 4 p. m . 

The tenders will be opened on 30 - 11 - 2017 , 
12 Noon in the presence of the Bidders or their 
authorized representative who may be present at that time. 
Application for the tender form should be accompanied by 
a cash remittance which is the price fixed for a form /set of 
forms and which is not refundable under any 
circumstances. The tender forms are not transferable . 
Cheques , Postage Stamps etc . will not be accepted 
towards the cost of forms, nor will the forms be sent per 
V . P. P. Duplicate tender forms, if required will be issued at 
half of tender cost per copy. Rate should be quoted in 
Indian Rupees only . The tenders without the agreement in 
the Kerala Stamp Paper worth - 200 and Earnest Money 
Deposit @ 1 % of quoted rate and the tenders that do not 
satisfy the conditions are liable to be rejected without any 
notice. Cheque , Draft, Postage Stamps etc., will not be 
accepted towards the cost of the tender forms. 

Stamp Paper will be supplied to the firms outside 
Kerala on request, along with the remittance of 
- 250 by Money Order taken in favour of the Principal, 
Government Dental College , Alappuzha - 688 005 . 


- ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 27 -11 - 2017 , വൈകിട്ട് 3 മണി. 

ദർ ഘാസുകൾ ഓഫീസിൽ ലഭി ക്കേണ്ട അ വ സാന 
തീയതിയും സമയവും - 28 - 11 - 2017 , വൈകിട്ട് 4 മണി. 

ദർഘാസുകാരന്റെയോ അയാൾ അധികാരപ്പെടുത്തിയ 
പതി നി ധി യു ടെയോ സാന്നിദ്ധ്യ ത്തിൽ ദർഘാ സു കൾ 
30 - 11 - 2017 ഉച്ചയ്ക്ക് 12 മണിക്ക് തുറക്കുന്നതായിരിക്കും. 
പ്രവർത്തി ദിനങ്ങളിൽ നിശ്ചിത തുക ക്യാഷ് കൗണ്ടറിൽ 
ഒടുക്കി ദർഘാസ് ഫോറം ആഫീസിൽ നിന്നും വൈകിട്ട് 
മൂന്ന്മണിവരെ നേരിട്ട് വാങ്ങാവുന്നതാണ്. ദർഘാസിന്റെ 
വില + - 50 മണിയോർഡർ അയച്ചാൽ ദർഘാസ് ഫോറം 
തപാലായി അയയ്ക്കുന്നതാണ്. ദർഘാസ് ഫോറത്തിനായി 
ഒടു ക്കുന്ന തുക യാതൊരു കാര ണ വശാലും തിരികെ 
ലഭിക്കുന്നതല്ല . ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ 
പാടില്ല . ദർഘാസ് വിൽപന എല്ലാ പ്രവൃത്തി ദിവസങ്ങളിലും 
വൈകു ന്നേരം 3 മണിക്ക് അ വ സാ നി ക്കും . ദർഘാസ് 
ഫോറത്തിന്റെ വിലയായി തപാൽ മുദ്രകളോ ചെക്കുകളോ 
സ്വീക രി ക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറ ങ്ങ ൾ വി . പി . പി . 
രീതിയിൽ അയയ്ക്കുന്നതല്ല . പകർപ്പ് ദർഘാസ് ഫോറങ്ങൾ 
പകുതി വിലയ്ക്ക് ലഭിക്കുന്നതാണ്. - 200 വിലയുള്ള കേരള മുദ്ര 
പത്രത്തിൽ നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രം വാഗ്ദത്ത 
തുകയുടെ 1 % നിരതദ്രവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. ഇതിൽ വീഴ്ച വരുത്തുന്ന ദർഘാസുകൾ 
തിരസ്കരിക്കപ്പെടുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ 
പ്രവർത്തി ദിനങ്ങളിൽ ആഫീസിൽനിന്നും ലഭ്യമാണ്. 
No. C/1244 /2017/ GDCA. 18th September 2017. 

Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers /authorized 
suppliers for the purchase of Amalgamator (No. 4 ) in the 
Pedodontics and Conservative Dentistry /departments of 
Government Dental College, Alappuzha. Demonstration of 
the item is to be done if necessary. Period of warranty 
rate of AMC /CAMC should be specifically quoted in the 
tender. The details of equipments will be issued along with 
the Tender forms. 

The envelopes containing the tender should bear 
the superscription should be addressed to the Principal, 
Government Dental College , Alappuzha . Late tenders will 
not be accepted . 

All the participating Bidders/Authorized Dealers 
should clearly show their Bank Accounts and Bank s 
IFC code (bold letters ) in an authorized Letterhead for 
payments through online. 

Estimate Cost - - 1 , 40, 000 . 
Cost of tender form : 

Original - 400 . 
Duplicate " 200 . 
By Post - 450 . 


SPECIFICATION 


* Amalgamator DB - 338 controlled by a microprocessor, 
ensures a precise, controlled consistent mix with the width 
of the oscillating range , the mixing frequency and your 
selected time. 

*Its revolve according to “8 ” model . 

* Deactivates when you open the front cover to 
access the capsule . 


* Its ergonomic design is easy to use , stable , 
extremely quite and easy to clean and maintain . 


നമ്പർ സി / 1245 / 2017/ ജി. ഡി. സി . എ . 2017 സെപ്റ്റംബർ 18. 

- ആല പ്പുഴ ഗവൺമെന്റ് ദന്തൽ കോ ളേജിലെ 
പീഡോഡോന്റിക്സ് വിഭാഗങ്ങളിലേക്ക് ഇംപ്ലാന്റ് സിസ്റ്റം വിത്ത് 
ഫിസി യോ ഡി സ് പെൻ സർ ( 1 എണ്ണം) വിത രണം 
ചെയ്യു ന്ന തി ലേക്ക് കമ്പ നി ക ളിൽ നിന്ന് മുദവെച്ചതും 
മത്സരാധിഷ്ഠിതവുമായ ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
ആവ ശ്യ മെ ങ്കിൽ സാധ ന സാ മ ഗി യുടെ സോദാ ഹ രണ് 
പദർശനം നട ത്തെ ണ്ട തു മാ ണ് . വാറണ്ടി കാല യ ളവും 
എ . എം . സി ./ സി . എ . എം . സി . നിരക്കും ടെണ്ടറിൽ വ്യക്തമായി 
രേഖപ്പെടുത്തണം. 

ടെണ്ടറിൽ പങ്കെടുക്കുന്ന വിതരണക്കാർ നിർമ്മാതാക്കൾ 
അവരുടെ ബാങ്ക് അക്കൗണ്ട് നമ്പർ, ഐ . എഫ്. സി . കോഡ് 
എന്നിവ വ്യക്ത മാക്കി യി രിക്ക ണം . വിതരണം ചെയ്യുന്ന 
സ്ഥാപിക്കുന്ന ഉപക ര ണ ത്തിന്റെ ബിൽ തുക വിതരണം 
ചെയ്യുന്ന വിത ര ണ ക്കാർ സ്ഥാപി ക്കു ന്ന വരുടെ ബാങ്ക് 
അക്കൗണ്ടിൽ ലയിപ്പിക്കുന്നതിലേക്ക് വേണ്ടിയാണിത്. 


Last date and time of sale of the tender forms - 
27 -11- 2017, 3 p . m . 

Last date and time for sale of tender forms by 
post _ 10 -11 - 2017, 3 p . m . 
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- ഉപകരണങ്ങൾ സംബന്ധിച്ചുള്ള വിശദ വിവരങ്ങൾ Estimate Cost - 4, 00,000 . 
ദർഘാസ് ഫോറങ്ങളോടൊപ്പം നൽകുന്നതായിരിക്കും. ദർഘാസ് 

Cost of tender form : 
രേഖകൾ അടങ്ങിയ കവറിന്റെ പുറത്ത് മേലെഴുത്തോടുകൂടി 
പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് ദന്തൽ കോളേജ്, ആലപ്പുഴ- 5 

Original - 800 . 
എന്ന വിലാസത്തിൽ അയക്കേണ്ടതാണ്. നിശ്ചിത സമയം 
കഴിഞ്ഞുകിട്ടുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . 

Duplicate - 400. 
അടങ്കൽ തുക - - 4,00,000. 

By Post - 850. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

Last date and sale of the tender forms — 

27 -11-2017, 3 p. m . 
ഒറിജിനൽ - 800 . 

Last date and time for sale of tender forms by 
തപാൽ വഴി - 850. 

post _ 10 -11-2017, 3 p . m . 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 

Last date of the receipt of the tender forms — 
സമയവും - 27 - 11- 2017 വൈകിട്ട് 3 മണി. 

28-11-2017, 4 p . m . 
ദർ ഘാസുകൾ ഓഫീസിൽ ലഭി ക്കേണ്ട അ വ സാന 
തീയതിയും സമയവും - - 28 - 11- 2017 വൈകിട്ട് 4 മണി. 

The tenders will be opened on 30 - 11 - 2017 , 

1 p . m . in the presence of the Bidders or their authorized 
ദർഘാസുകാരന്റെയോ അയാൾ അധികാരപ്പെടുത്തിയ 

representative who may be present at that time. 
പതി നി ധി യു ടെയോ സാന്നിദ്ധ്യ ത്തിൽ ദർ ഘാ സു കൾ 

Application for the tender form should be accompanied by 
30 - 11- 2017 ഉച്ചയ്ക്ക് 1 മണിക്ക് തുറക്കുന്നതായിരിക്കും. 

a cash remittance which is the price fixed for a form /set of 
പ്രവർത്തി ദിനങ്ങളിൽ നിശ്ചിത തുക ക്യാഷ് കൗണ്ടറിൽ 

forms and which is not refundable under any 
ഒടുക്കി ദർഘാസ് ഫോറം ആഫീസിൽ നിന്നും വൈകിട്ട് 
മൂന്ന്മണിവരെ നേരിട്ട് വാങ്ങാവുന്നതാണ്. ദർഘാസിന്റെ 

circumstances . The tender forms are not transferable . 
വില + - 50 മണിയോർഡർ അയച്ചാൽ ദർഘാസ് ഫോറം 

Cheques , Postage Stamps etc . will not be accepted 
തപാലായി അയയ്ക്കുന്നതാണ്. ദർഘാസ് ഫോറത്തിനായി 

towards the cost of forms, nor will the forms be sent per 
ഒടുക്കുന്ന തുക യാതൊരു കാരണവശാലും തിരികെ ലഭിക്കു 

V . P. P. Duplicate tender forms, if required will be issued at 
ന്നതല്ല . ദർഘാസ് ഫോറങ്ങൾ കൈമാറ്റം ചെയ്യാൻ പാടില്ല . half of tender cost per copy. Rate should be quoted in 
ദർ ഘാസ് വിൽപന എല്ലാ പ്രവൃത്തി ദിവ സ ങ്ങ ളിലും Indian Rupees only . The tenders without the agreement in 
വൈകു ന്നേരം 3 മണിക്ക് അ വ സാ നി ക്കും . ദർഘാസ് the Kerala Stamp Paper worth - 200 and Earnest Money 
ഫോറത്തിന്റെ വിലയായി തപാൽ മുദ്രകളോ ചെക്കുകളോ Deposit @ 1 % of quoted rate and the tenders that do not 
സ്വീക രി ക്കു ന്ന ത ല്ല . ദർഘാസ് ഫോറ ങ്ങ ൾ വി . പി. പി . satisfy the conditions are liable to be rejected without any 
രീതിയിൽ അയയ്ക്കുന്നതല്ല . പകർപ്പ് ദർഘാസ് ഫോറങ്ങൾ 

notice . Cheque , Draft , Postage Stamps etc ., will not be 
പകുതി വിലയ്ക്ക് ലഭിക്കുന്നതാണ്. - 200 വിലയുള്ള കേരള 

accepted towards the cost of the tender forms. 
മുദ്രപ്പത്രത്തിൽ നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രം വാഗ്ദത്ത 
തുകയുടെ 1 % നിരതദ്രവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം 

Stamp Paper will be supplied to the firms outside 
സമർപ്പിക്കേണ്ടതാണ്. ഇതിൽ വീഴ്ച വരുത്തുന്ന ദർഘാസുകൾ Kerala on request, along with the remittance of 
തിരസ്കരിക്കപ്പെടുന്നതായിരിക്കും. കൂടുതൽ വിവരങ്ങൾ - 250 by Money Order taken in favour of the Principal, 
പ്രവർത്തി ദിനങ്ങളിൽ ആഫീസിൽനിന്നും ലഭ്യമാണ്. 

Government Dental College , Alappuzha-688 005. 
No. C/1245 /2017/ GDCA . 18th September 2017. 

SPECIFICATION 
Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers / authorized 

Implant System with Physiodispenser 
suppliers for the purchase of Implant System with 

| 1. Power supply : AC 230V 50/60 Hz, 
Physiodispenser (No. 1) in the Periodontics Department 

2. Max .Pump Output:75 mL/min 
of Government Dental College , Alappuzha . Demonstration 
of the item is to be done if necessary. Period of warranty 3. Programs:8 Programs/Implant Systems 
rate of AMC/CAMC should be specifically quoted in the 4. USB 1/F : 1 port 
tender. The details of equipments will be issued along 

Built in Memory: 100 min 
with the tender forms. 

LED Micromotor with Torque : 5 -80 Nm , Motor 
The envelopes containing the tender should bear 

- Speed : 200 -40000 min -1, Light Power : over 
the superscription should be addressed to the Principal, 

32 ,000 LUX 
Government Dental College , Alappuzha . Late tenders will 

Foot Control Functions: Program Button , 
not be accepted . 

Speed Control Pedal Coolant Flow Volume 
All the participating Bidders/Authorized Dealers 

Button Forward /Reverse Button . 
should clearly show their Bank Accounts and Bank s 
IFC code (bold letters ) in an authorized Letterhead for 

Government Dental College , 

( Sd.) 
payments through online. 

Alappuzha. 

Principal. 
Gaz. No . 46/2017 /DTP (Stores Purchase ). 
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ദർഘാസ് പരസ്യം 
നമ്പർ ജി5 -10556/ 2017 / മെ . കോ . ആ . - 2017 ഒക്ടോബർ 23. 


ത്യശ്ശൂർ മെഡിക്കൽ കോളേജ് ആശു പതിയിൽ 
ഉപയോഗിക്കുന്നതിന് Bill receipt form 6 " x 6 " 60 gsm fanfold 
(2 layers with 1 carbon layer ) 500000 Nos . ടെണ്ടർ നമ്പർ 
ജി5 - 10556 /2017 / മെ. കോ . ആ . പ്രകാരം നിശ്ചിത ഫോറത്തിൽ 
മത്സര സ്വഭാ വ മുള്ള മുദവച്ച് ടെണ്ടറു കൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 


Last date and time of receipt of tender form 
29-11-2017, 11 a. m . 

Opening date and time of tender - 29 -11- 2017 , 
12 Noon . 

Date upto which rates are to be firm — 31- 3- 2018 . 

Tender should be addressed to — Superintendent, 
Medical College Hospital, Thrissur. 

Every tender should be accompanied by an EMD of 
1 % of the cost of tender item along with an agreement in 
Kerala Stamp Paper worth · 200 . 

The undersigned reserves the right to accept/ reject / 
postponed any tender without assigning any reasons. 
Further details if any, required can be had from this office 
during office hours in working days. 
Government Medical College 

- ( Sd.) 
Hospital, Thrissur. 

Superintendent. 


- ടെണ്ടർ അയ യ്ക്കുന്ന കവറി നു പു റത്ത് നമ്പർ 
ജി5 - 4100 / 2017 / മെ . കോ . ആ . എന്ന് രേഖപ്പെടുത്തേണ്ടതാണ്. 


അടങ്കൽ തുക 1,40,000. 

ദർഘാസ് ഫോറത്തിന്റെ വില ( വിൽപ്പന നികുതി 
അടക്കം) - 400 + നികുതി 12 %. 


ടെണ്ടർ വിൽപ്പന ആരംഭിക്കുന്ന തീയ തിയും 
സമയവും- 5 -11- 2017 , 11 മണി. 


2017 ത 


- ടെണ്ടർ വിൽപ്പന അ വ സാ നി ക്കുന്ന തീയതിയും 

ദർഘാസ് പരസ്യം 
സമയവും 25 - 11- 2017 , 3 മണി. 
ടെണ്ടർ സമർപ്പിക്കേണ്ട അ വ സാന തീയതിയും 

നമ്പർ ജി3 - 1301/2017 / സി. ഒ . എൻ. ടി . എസ്. ആർ. 

| 2017 ഒക്ടോബർ 4. 
സമയവും -- 29 - 11- 2017, 11 മണി. 

- തൃശ്ശൂർ ഗവ . നഴ്സിംഗ് കോളേജിലെ വിവിധ 
ടെണ്ടർ തുറക്കുന്ന തീയതിയും സമയവും 

വിഭാഗങ്ങളിലേക്ക് ആവശ്യമായ എൽ. സി. ഡി . പ്രൊജക്ടർ, 
29 - 11-2017 ഉച്ചയ്ക്ക് 12 മണി. 

യു . പി. എസ്. 5 കി . വാട്ട് എന്നിവ വിതരണം ചെയ്യുന്നതി 
- ദർഘാസ് നിരക്കുകൾ പ്രാബല്യത്തിലിരിക്കുന്ന തീയതി ലേക്ക് നിർമ്മാതാക്കളിൽ നിന്നോ അവരുടെ അംഗീകൃത 
31 - 3 - 2018 . 

ഡീലർമാരിൽ നിന്നോ മുദ്രവെച്ചതും മത്സരാധിഷ്ഠിതമായതും 

ആയ ദർഘാസു കൾ ക്ഷണിച്ചു കൊ ള്ളു ന്നു . ദർഘാസ് 
- ദർഘാസുകൾ പൂരിപ്പിച്ച് അയയ്ക്കേണ്ട മേൽവിലാസം 

ഫോറവും വിശദാംശങ്ങളും നിശ്ചിത വില നൽകി തൃശ്ശൂർ 
സൂപ്രണ്ട്, മെഡിക്കൽ കോളേജ് ആശുപത്രി, തൃശ്ശൂർ. 

നഴ്സിംങ് കോളേജ് പ്രിൻസിപ്പാളിന്റെ ഓഫീസിൽ നിന്ന് 
ടെണ്ടർ സമർപ്പിക്കുമ്പോൾ രേഖപ്പെടുത്തുന്ന തുകയുടെ 

സ്വീകരിക്കാവുന്നതാണ്. 
ഒരു ശതമാനം നിരതദ്രവ്യമായി സൂപ്രണ്ടിന്റെ പേരിൽ ഡിമാന്റ് - ദർഘാസുകൾ ദർഘാസ് നമ്പർ മേലെഴുത്തോടുകൂടി 
ഡാഫ്റ്റ് ആയി ടെണ്ട റി നൊപ്പം സമർപ്പി ക്കേ നേരിട്ട് നൽകുകയോ പ്രിൻസിപ്പാൾ, ഗവ. നഴ്സിംഗ് കോളേജ്, 
ണ്ടതാണ്. " 200 വിലയുള്ള മുദ്രപ്പത്രത്തിൽ പ്രാരംഭ ഉടമ്പടി തൃശ്ശൂർ എന്ന വിലാസത്തിൽ അയയ്ക്കുകയോചെയ്യേണ്ട 
വയ്ക്കേണ്ടതാണ്. ഫോറത്തിന്റെ വില നേരിട്ട് ഓഫീസിൽ താകുന്നു . വൈകി ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല . 
അടയ്ക്കാ വു ന്നതാണ്. കൂടുതൽ വിവരങ്ങൾ പ്രവൃത്തി 

ബാധകമായ മുഴു വൻ നികുതി വിവര ങ്ങളും വ്യക്തമായി 
സമ യ ങ്ങ ളിൽ ഓഫീസിൽ നിന്നും ലഭ്യമാണ്. കാരണം 

രേഖപ്പെടുത്തിയിരിക്കേണ്ടതാണ്. കയറ്റിറക്ക്- കടത്തുകൂലി, 
കാണിക്കാതെ ദർഘാസ് നീട്ടിവെയ്ക്കുന്നതിനും നിരാകരിക്കുന്ന 

ഇൻഷുറൻസ് തുക, കമ്മീഷൻ ചാർജ്ജുകൾ, യന്ത്രം സ്ഥാപി 

ക്കുന്നതിനുള്ള മറ്റ് ചെലവുകൾ മുതലായവ ദർഘാസുകാരൻ 
തിനുമുള്ള അധികാരം സൂപ്രണ്ടിൽ നിക്ഷിപ്തമാണ്. 

തന്നെ വഹിച്ചിരിക്കേണ്ടതാണ്. - 200 രൂപ വിലയുള്ള കേരള 
No. G5-10556/2017/ MCH . 

23rd October 2017. 

മുദ്രപത ത്തിൽ നിശ്ചിത മാതൃ ക യിലുള്ള സമ്മത പത്രം 

വാഗ്ദത്ത തുകയുടെ 1 % നിരതദ്രവ്യത്തോടുകൂടി (കുറഞ്ഞത് 
Competitive tenders invited in sealed covers - 1,500 ) ദർഘാ സി നോ ടൊപ്പം സമർപ്പി ക്കേ ണ്ട താ ണ് . 
superscribing Tender No . G5- 10556 /2017 /MCH for supply - ദ ർ ഘാ സിന്റെ പകർപ്പ് നിശ്ചിത തുക നൽകി യാൽ 
of Bill receipt forms 6 " x 6 " 60gsm fanfold (2 layers with - ലഭിക്കുന്നതാണ്. നിശ്ചിത നിരതദ്രവ്യം, നിരതദ്രവ്യക്കരാർ, 
1 carbon layer) - 500000 Nos. for the use of Medical എന്നിവ നൽകാത്തതും ദർഘാസ് വ്യവസ്ഥകൾ പാലിക്കാത്ത 
College Hospital, Thrissur. 

തു മായ ദർഘാസുകൾ മറ്റൊരു മു ന്ന റി യി പ്പി ല്ലാതെ 

നിര സി ക്കു ന്ന താ യി രിക്കും. ദർഘാ സു കൾ മുകളിൽ 
Estimate Cost _ - 1, 40 ,000 . 

സൂചിപ്പിച്ചിരിക്കുന്ന നേരം ദർഘാസുകാരന്റെയോ അംഗീകൃത 
Cost of tender form - Original - 400 + Tax (12 %). 

പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കപ്പെടും. തപാലിൽ 

ലഭി ക്കേണ്ട ദർ ഘാ സ് ഫോറ ത്തിന്റെ വില യാ യി 
Opening date and time of sale of tender form 

മണി ഓർഡർ ഒഴികെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല . 
15 -11 -2017 , 11 a. m . 

കൂടു തൽ വിവ ര ങ്ങ ൾ നഴ്സിംഗ് കോളേ ജ് 
Closing date and time of sale of tender form ആഫീസിൽ നിന്നും പ്രവർത്തി സമയങ്ങളിൽ ലഭ്യമാണ്. 
25 -11 -2017, 3 p. m . 

( 0487 2208205 ) 
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ക്രമ 
നമ്പർ 


ടെൻഡർ നമ്പർ, ഇനം, ഡിപ്പാർട്ട്മെന്റ് 

- ഏകദേശ വില 


ജി3- 1301/ 2017 / സി. ഒ . എൻ. ടി. സി . ആർ. - 5 കി . 
വാട്ടിന്റെ യു . പി. എസ്. വിവിധ വിഭാഗങ്ങളിലേക്ക് - 
- 2,00,000 


ജി3 - 1601 / 2017 / സി . ഒ. എൻ. ടി . സി. ആർ. - എൽ. സി. 
ഡി . ( പാ ജ ക്ടർ വിവിധ വിഭാ ഗ ങ്ങളിലേക്ക്- 
- 2, 00,000 


Each tender should be submitted along with an 
- agreement executed in Kerala Stamp Paper worth - 200 
(Rupees Two hundred only ) and Earnest Money Deposit 
@ 1 % of the total cost of the item tendered for. Stamp 
paper will be spplied to the firm outside Kerala on request 
along with remitance of - 250 (Rupees Two hundred and 
Fifty only) by money order in favour of Principal , Govt. 
Nursing College , Thrissur. Specimen copy of the tender 
annexed with the tender form . Rates should be quoted in 
Indian Rupees only . All the taxes applicable is to be 
clearly mentioned . Freight, Insurance , loading , unloading, 
erection and commission charges and installation charges 
should be borne by the tenderer. 

The tender without required earnest money deposit , 
agreement and not satisfying other tender specifications 
are liable to be rejected without further notice . Duplicate 
copy of tender form can be obtained on payment of 
cost. The tender will be opened in the presence of 
tenderers or their authorized representatives as scheduled . 
Further details can be available from the office during 
working hours (0487 -2208205) 


ദർഘാസ് ഫോറത്തിന്റെ വില - - 472. 


ദർഘാസ് ഫോറത്തിന്റെ വില (തപാൽ മുഖേന ) - - 522 . 


ദർഘാസ് ഫോറത്തിന്റെ പകർപ്പിന്റെ വില - 1 236. 


ദർ ഘാസ് വിൽക്കുന്ന അ വ സാന തീയതിയും 
സമയവും - 24 - 11- 2017 വൈകുന്നേരം 3 മണി. 


തപാൽവഴി ദർഘാസ് വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 18 - 11- 2017 വൈകുന്നേരം 3.30 മണി. 


- ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും -- 25 - 11- 2017 , 11 മണി. 


- Sl. 
No. 


Tender No. & Item , Dept. Cost 

(Approximate) 


- 1 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 25- 11-2017 , 
11 . 30 മണി. 


G3 - 1301 / 2017 / CONTSR - UPS -5KVA Various 
department - 2,00 ,000 
G3 -1601/ 2017/ CONTSR - LCD Projectors - Various 
department - - 2 ,00 , 000 


വില സ്ഥിരമായിരിക്കേണ്ട തീയതി- 31-3 - 2018 . 


നിബന്ധനകൾ 


( 1 ) നിർമ്മാ താ വിൽ നിന്നുള്ള കൈപു സ് കം 

സമർപ്പിച്ചിരിക്കേണ്ടതാണ്. 


( 2 ) ആവ ശ്യ പ്പെടുന്ന പക്ഷം സ്വന്തം ചെലവിൽ 

ഡെമോൺസ്ട്രേഷൻ നടത്തേണ്ടതാണ്. 


(3 ) വാറന്റി 2 വർഷം 


( 4 ) ആവശ്യമെങ്കിൽ വാർഷിക അറ്റകുറ്റപണിക്കുള്ള 

( വില വിവരം പ്രത്യേകം വ്യക്തമായിരിക്കേണ്ടതാണ്.) 
സൗകര്യം പരിഗണിക്കുന്നതായിരിക്കും. 


Cost of tender form — ^ 472 . 
Cost of tender form by post - · 522 . 
Cost of duplicate tender form — · 236 . 

Closing date and time of sale of tender form 
24 -11- 2017 , 3 p . m . - 

Closing date and time of tender for by post 
18- 11-2017, 3 p . m . 

Due date and time for receipt of tender 
25 -11 -2017 , 11 a. m . 

Date and time for opening of tender 
25- 11- 2017 , 11. 30 a . m . 
Date upto which rates are to be firm — 31-3 -2018 . 

SPECIAL CONDITIONS 
( 1 ) The brochure issued by the manufacturer 

in original should be attached 
(2) The firm should be arranged demonstration 

at his own cost, if request. 
(3 ) Warranty : minimum 2 years. 
(4) AMC and CAMC Minimum 5 years . AMC 
- and CAMC (rate to be mentioned separately ) 

will be considered for selection if necessary 
(5 ) No advance payment will be made . 


( 5) തുക മുൻകൂർ നൽകുന്നതല്ല. 


പ 


No. G3 -1301/ 2017/ CONTSR . 


4th October 2017. 


Sealed and competitive tenders in prescribed form are 
invited from the manufacturers /authorized dealers for the 
supply of UPS -5KVA , LCD Projectors to Various 
Departments as detailed below . The tender forms and 
details can be obtained from the Office of the Principal, 
Govt. Nursing College, Thrissur on payment of tender 
cost. The tender should be superscribed with tender 
No. and addressed to the Principal, Govt. Nursing College, 
Thrissur. Belated tender will not be accepted . 


Govt. Nursing College, 
Thrissur. 


( Sd.) 
Principal. 


463 


21st Nov, 2017) 


STORES PURCHASE 


1830 


ദർഘാസ് പരസ്യം 

- ദർഘാസ് ഫോറവും വിശ ദാം ശ ങ്ങളും മെഡിക്കൽ 

കോളേജ് ആഫീസിൽനിന്നും പ്രവർത്തി സമയത്ത് ലഭ്യമാണ് 
നമ്പർ എസ് . 2/ 4894 / 2017. 

2017 ഒക്ടോബർ 17 . ( ഫോൺ: 0483 2764056 ). " 200 - ന്റെ കേരള മുദ്രപത്രത്തിൽ 
ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ് ആശുപ്രതി 

നിശ്ചിത മാതൃ കയിലുള്ള സമ്മത പ്രതവും വാഗ്ദത്ത 
മ രിയിലെ വിവിധ വകു പ്പു ക ളി ലേക്ക് വിവിധ 

തുകയുടെ 1 % അല്ലെങ്കിൽ ഏറ്റവും കുറ ഞ്ഞത് - 1, 500 
സാധനങ്ങൾ വിതരണം ചെയ്യുന്നതിലേക്ക് നിർമ്മാതാക്കളിൽ 

നിര ത ദ വ്യ ത്തോടുംകൂടി താഴെ നൽകി യി രി ക്കുന്ന 
നിന്നും അംഗീകൃത വിതര ണക്കാരിൽനിന്നും മുദ്രവെച്ച് 

മേലെ ഴു ത്തു മായി ദർഘാസ് സമർപ്പി ക്കേ ണ്ട താ ണ് . 
മത്സരാടിസ്ഥാനത്തിലുള്ള ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

സംസ്ഥാനത്തിന് പുറത്തുള്ളവർക്ക് മുദ്രപത്രം ലഭിക്കുന്നതിന് 

250 മണിയോർഡർ സഹിതം പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

മെഡിക്കൽ കോ ളേജ്, മഞ്ചേരി എന്ന വിലാ സ ത്തിൽ 
ഒറിജിനൽ ക്രമനമ്പർ 1- ന് - 840, ക്രമനമ്പർ 2, 4, 5 അപേക്ഷിക്കേണ്ട താ ണ് . നിര ത ദ വ്യ സമ്മതപത്രത്തിന്റെ 
ഇവയ്ക്ക് - 1, 680 , ക്രമനമ്പർ 3 - ന് - 1512 . 

മാ ത ക ദർഘാസ് ഫോറത്തിൽ അ നു ബ ന്ധ മാ യി 

ചേർത്തിട്ടുണ്ട്. 
- ഡ്യൂപ്ലിക്കേറ്റ് ക്രമനമ്പർ 1- ന് - 420, ക്രമനമ്പർ 2, 4, 

- വില ഇന്ത്യൻ രൂപ യിൽ രേഖ പ്പെ ടു ത്തുകയും 
5 - ന് - 840 , ക്രമനമ്പർ 3- ന് - 756. 

നികു തികളും മറ്റും വെവ്വേറെ പരാമർശിക്കേണ്ടതുമാണ്. 
തപാൽവഴി ക്രമനമ്പർ 1- ന് - 920, ക്രമനമ്പർ 2, 4, കടത്ത്, ഇൻഷ്വറൻസ്, ക യ റ്റി റ ക്ക് , യന്ത സാ മഗികൾ 
5 - ന് - 1,760 , ക്രമനമ്പർ 3 - ന് - 1,592 . 

സ്ഥാപിക്കൽ, കമ്മീഷൻ എന്നീ ചെലവുകൾ ദർഘാസുകാരൻ 

സ്വയം വഹി ക്കേ ണ്ട താ ണ്. തുക നൽകു ന്നത് ഇന്ത്യൻ 
- ദർഘാസ് ഫോറം തപാലിൽ ലഭിക്കുന്ന അ വ സാന 

രൂപ യി ലാ യി രിക്കും. വൈകി ലഭി ക്കു ന്ന തും മതി യായ 
തീയതിയും സമയവും 18 -11 -2017, 3 മണി. 

നിര തദവ്യം, സമ്മതപത്രം, മറ്റു ദർഘാസ് വ്യവസ്ഥകൾ 
ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പന അവസാനിക്കുന്ന 

എന്നിവ പാലിക്കാത്തതുമായ ദർഘാസുകൾ മറ്റൊരു അറിയിപ്പും 
തീയതിയും സമയവും 25 - 11- 2017 , 3 മണി. 

കൂടാതെ തന്നെ നിരസിക്കു ന്ന താണ്. ദർഘാസ് ഫോറം 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ദർഘാസ് ഫോറത്തിന്റെ 
ദർഘാസ് ഫോറം സ്വീക രി ക്കുന്ന അ വ സാന 

വിലയായി മണിയോർഡർ അല്ലാതെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. 
തീയതിയും സമയവും 27 - 11- 2017 , 3 മണി. 

ദർഘാസ് ഫോറത്തിന്റെ ഡ്യൂപ്ലിക്കേറ്റ് വില നൽകി വാങ്ങാവു 
ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതിയും സമയവും - 

ന്ന താ ണ് . ദർഘാസുകൾ മുകളിൽ സൂചിപ്പിച്ച പ്രകാരം 

ദർഘാ സു കാ രന്റെയോ അംഗീകൃത പ്രതിനിധിയുടെയോ 
28 - 11 - 2017 , 11 മണി. 

സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 
- വില നിജപ്പെടുത്തിയിരിക്കുന്ന തീയതി 31 -3-2018. 

No. S2 -4894/2017/GMCM. 

17th October 2017. 
ക്രമ ദർഘാസ് നമ്പരും ഉപകരണങ്ങളുടെ പേരും 

Sealed and competitive tenders in prescribed form are 
നമ്പർ വകുപ്പും ഏകദേശ വിലയും 

invited from the manufacturers or authorized dealers for 
1 എസ്2 - 4894 / 2017 / ജി. എം . സി . എം . - സെൻട്രൽ ക്ലിനിക് the supply of various items to various departments of 

ലാബി ലേക്ക് സീറോ ള ജി ക്കൽ റീ ഏ ജ ന്റ് സ് Govt. Medical College Hospital, Manjeri. 
- 2,36,000 

Cost of tender form : 
2 എസ്2- 4895 /2017 / ജി . എം . സി. എം . - സെൻട്രൽ ക്ലിനിക് 

- Original - 840 for Sl. No . 1 , - 1 ,680 for 
ലാബിലേക്ക് സാബിൾ കളക്ഷൻട്യൂബ്- - 4,94,000 

- Sl. Nos. 2 , 4, 5 and < 1,760 for Sl. No. 3 . 
എസ്2 - 4896/ 2017 / ജി. എം . സി . എം . - സെൻട്രൽ ക്ലിനിക് 
ലാബിലേക്ക് കൺസ്യൂമബിൾസ് & ഗ്ളാസ് വെയർസ് - 

Duplicate - 420 for Sl. No . 1 , - 840 for 
- 4,42,487 

-- SI . Nos. 2 , 4, 5 and S 756 for Sl. No. 3 . 
4 എസ്2 - 4897 / 2017 / ജി . എം . സി . എം . ഇ . സി. ജി. വിഭാഗ 

By post - - 92 0 for Sl. No . 1 , S 1 , 760 for 
ത്തി ലേക്ക് ഇ . സി . ജി . കൺ സ മ ബിൾ സ് 

- SI. Nos. 2 , 4, 5 and < 1,592 for Sl. No. 3. 
- 4, 65 ,000 

Closing date and time of sale of tender form by 
5 എസ്2 - 4898/ 2017 / ജി . എം . സി . എം . - സെൻട്രൽ ക്ലിനിക് 

post _ 18- 11-2017, 3 p. m. 
ലാബിലേക്ക് എച്ച് ബി . സി . ഏ ജി . എച്ച് സി . വി . 

Closing date and time of sale of tender form 
& എച്ച്. ഐ . വി. റാപ്പിഡ് കാർഡ് - 4,85 ,800 

25- 11- 2017, 3 p . m . 
പ്രത്യേക നിബന്ധനകൾ 

Due date and time for receipt of tender 

27- 11- 2017, 3 p . m. 
(1) ആവശ്യപ്പെടുന്ന പക്ഷം സാധനങ്ങളുടെ പ്രദർശനം 
നടത്തേണ്ടതാണ്. 

Date and time for opening of tender 
( 2 ) വിത രണം ചെയ്യുന്ന സാധ ന ങ്ങ ളുടെ തുക 

28- 11- 2017, 11 a. m . 
മുൻകൂറായി നൽകുന്നതല്ല. 

Date upto which rates are to be firm — 31- 3 - 2018. 
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Special Conditions : 

(1 ) The firm should be arranged demonstration 

- at his own cost , if request. 
- (2 ) No advance payment will be made . 


Govt. Medical College , 
| Manjeri . 


( Sd.) 
Principal (i/c ). 


ദർഘാസ് പരസ്യം 


നമ്പർ എസ് . 2 / 5178/ 2017. 

2017 ഒക്ടോബർ 17 . 
ഗവൺമെന്റ് മെഡിക്കൽ കോളേജ് ആശുപ്രതി 
മഞ്ചേ രിയിലെ വിവിധ വകു പ്പു ക ളി ലേക്ക് വിവിധ 
സാധനങ്ങൾ വിതരണം ചെയ്യുന്നതിലേക്ക് നിർമ്മാതാക്കളിൽ 
നിന്നും അംഗീകൃത വിതരണക്കാരിൽനിന്നും മുദ്രവെച്ച 
മത്സരാടിസ്ഥാനത്തിലുള്ള ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


Tender forms and details can be obtained from the 
office of the Principal , Govt. Medical College , Manjeri on 
payment of tender cost. Tender should be superscribed 
with Tender No . and addressed to the Principal, Govt. 
Medical College , Manjeri. Belated tenders will not be 
accepted . Each tender should be submitted along with an 
agreement signed and executed in Kerala Stamp Paper 
worth - 200 and EMD @ 1 % of the total cost of items 
tendered for/ minimum - 1, 500 Stamp Paper will be 
supplied to the firm outside Kerala on request along with 
remittance of ` 250 (Rupees Two Hundred and Fifty 
only ) by Money Order in favour of Principal, Govt. 
Medical College, Manjeri . Specimen copy of the 
agreement is annexed with the tender form . Rates should 
be quoted in Indian Rupees only . All the taxes applicable 
are to be clearly mentioned . Freight, insurance, loading , 
unloading , erection and commission charges and 
installation should be borne by the tenderer. Payment also 
will be made in Indian Rupees. 

The tender without the required Earnest Money 
Deposit , agreement and not satisfying other tender 
conditions are liable to be rejected without further notice . 
Tender form is not transferable . Cheque, Draft, Postage 
Stamps etc . will not be accepted towards the cost of 
tender forms. Duplicate copy of tender form can be 
obtained on payment of cost. The tender will be opened 
in the presence of the tenderers or their authorized 
representatives. 

Demonstration , if required , should be provided by the 
firm at their own expence . Further details can be had from 
the office of the Principal, Govt . Medical College, Manjeri 
during working hours. 

List of Items 


ദർഘാസ് ഫോറത്തിന്റെ വില - 

ഒറിജിനൽ - - 1,680 . 
ഡ്യൂപ്ലിക്കേറ്റ് - 840. 
തപാൽവഴി - 1,760 . 


ദർഘാസ് ഫോറം തപാലിൽ ലഭിക്കു ന്ന അ വ സാന 
തീയതിയും സമയവും- 18 - 11 -2017 , 3 മണി. 


ദർഘാസ് ഫോറത്തിന്റെ വിൽപ്പന അവസാനിക്കുന്ന 
തീയതിയും സമയവും 25 -11- 2017 , 11 മണി. 


ദ ർ ഘാസ് സ്വീക രി ക്കുന്ന അ വ സാന തീയതിയും 
- സമയവും - 27 - 11 - 2017 , 3 മണി. 


ദർ ഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 
28- 11- 2017 , 11 മണി. 


Sl. 
No. 


Tender No. & Name of Equipments and 

Department with Approximate Cost 


2 


S2 -4894/ 2017 /GMCM -- Serological Reagents for 
Central Clinical Lab - 2,36,000 
S2 - 4895 /2017 /GMCM — Sample Collection Tube for 
Central Clinical Lab - 4, 94,000 
S2 - 4896/2017 /GMCM - Consumables & Glasswares 
for Central Clinical Pathology Lab — 
- 4,42 , 487 
S2 - 4897 /2017 /GMCM - ECG Consumables for 
GMC - 4, 65, 000 


വില നിജപ്പെടുത്തിയിരിക്കുന്ന തീയതി- 31- 3- 2018 . 
ദർഘാസ് ഫോറവും വിശ ദാം ശ ങ്ങളും മെഡിക്കൽ 
കോളേജ് ആഫീസിൽനിന്നും പ്രവർത്തി സമയത്ത് ലഭ്യമാണ് 
( ഫോൺ: 0483 2764056 ). - 200 - ന്റെ കേരള മുദ്രപത്രത്തിൽ 
നിശ്ചിത മാ ത ക യിലുള്ള സമ്മതപത്രവും വാഗ് ദ ത്ത 
തുകയുടെ 1 % അല്ലെങ്കിൽ ഏറ്റവും കുറഞ്ഞത് - 1,500 
നിര ത ദ വ്യ ത്തോടുംകൂടി മുകളിൽ നൽകി യി രി ക്കുന്ന 
മേലെ ഴു ത്തു മാ യി ദർഘാസ് സമർപ്പി ക്കേ ണ്ട താ ണ് . 
സംസ്ഥാനത്തിന് പുറത്തുള്ളവർക്ക് മുദ്രപത്രം ലഭിക്കുന്നതിന് 
- 250 മണിയോർഡർ സഹിതം പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് 
മെഡിക്കൽ കോളേജ്, മഞ്ചേരി എന്ന വിലാ സ ത്തിൽ 
അപേക്ഷിക്കേണ്ടതാണ്. ( നിര തദ വ്യ സമ്മതപത്രത്തിന്റെ 
മാതൃ ക ദർ ഘാസ് ഫോറത്തിൽ അ നു ബ ന്ധ മായി 
ചേർത്തിട്ടുണ്ട്). 

- വില ഇന്ത്യൻ രൂപ യിൽ രേഖ പ്പെ ടു ത്തുക യും 
നികുതികളും മറ്റും വെവ്വേറെ പരാമർശിക്കേണ്ടതുമാ ണ്. 
കടത്ത്, ഇൻഷ്വറൻ സ് , കയ റ്റി റ ക്ക് , യന്ത സാ മഗ്രികൾ 
സ്ഥാപിക്കൽ, കമ്മീഷൻ എന്നീ ചെലവുകൾ ദർഘാസുകാരൻ 
സ്വയം വഹി ക്കേ ണ്ട താ ണ്. തുക നൽകു ന്നത് ഇന്ത്യൻ 
രൂപ യി ലാ യി രി ക്കും . വൈകി ലഭി ക്കു ന്ന തും മതി യായ 
നിരതദ്രവ്യം, സമ്മത പത്രം, മറ്റു ദർഘാസ് വ്യവസ്ഥകൾ 
എന്നിവ പാലിക്കാത്തതുമായ ദർഘാസുകൾ മറ്റൊരു അറിയിപ്പും 


4 


5 


S2 -4898 /2017/GMCM — HBSAg, HCV & HIV RAPID 
CARD for Central Clinical Lab - 4,85 ,800 


Gaz . No . 46 /2017 /DTP (Stores Purchase ). 
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D2S560 Mom Mlo M1092mom . Børelmű CD900 

കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല . ദർഘാസ് ഫോറത്തിന്റെ 
വിലയായി മണിയോർഡർ അല്ലാതെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല . 
ദർഘാസ് ഫോറത്തിന്റെ ഡ്യൂപ്ലിക്കേറ്റ് വില നൽകി വാങ്ങാവു 
ന്ന താ ണ്. ദർഘാസുകൾ മുകളിൽ സൂചിപ്പിച്ച പ്രകാരം 
ദർഘാസുകാരന്റെയോ അംഗീകൃത പ്രതിനിധിയുടെയോ 
സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാണ്. 


ക്രമ ദർഘാസ് നമ്പരും ഉപകരണങ്ങളുടെ പേരും 
നമ്പർ 

വകുപ്പും ഏകദേശ വിലയും 
2012-5178 / 2017 / a1.090.01. 290. - WIN Golonumuo 

com - 21.290.M1. 992). - 4,94,000 
2 2962- 5179/2017 /01. 290.01. 290. - Anonslemilo GODIO 

cojelonoun -21. 990.01. 292). — 4, 99,500 
3 29MÙ2-5180 /2017 / 01.090.01.090. - 26 .6D128 múlsloj 

01. 090.01. 0923. — 4, 97,250 
2002-5181/ 2017 / a1. 090.11.990 . - 2008 . 290 . mi. 

2017.mig -21.090.01.293: - 4,94 ,000 
5 0002 -5182 /2017 /22.090.11. 990. - owelcolog 

al.ngo.01.2927 . - ^ 4 ,94,000 


Govt. Medical College , Manjeri. Belated tenders will not 
be accepted . Each tender should be submitted along with 
an agreement signed and executed in Kerala Stamp Paper 
worth · 200 (Rupees Two Hundred only ) and EMD @ 1 % 
of the total cost of items tendered for /minimum · 1 ,500 
(One Thousand Five Hundred only ). Stamp Paper will be 
supplied to the firm outside Kerala on request along with 
remittance of “ 250 (Rupees Two Hundred and Fifty 
only ) by Money Order in favour of Principal, Govt. 
Medical College , Manjeri. Specimen copy of the 
agreement is annexed with the tender form . Rates 
should be quoted in Indian Rupees only . 
All the taxes applicable are to be clearly mentioned . 
Freight, insurance , loading , unloading , erection and 
commission charges and installation should be borne by 
the tenderer. Payment also will be made in Indian Rupees. 

The tender without the required earnest money 
deposit, agreement and not satisfying other tender 
conditions are liable to be rejected without further notice . 
Tender form is not transferable. Cheque , Draft, Postage 
Stamps etc . will not be accepted towards the cost of 
tender forms. Duplicate copy of tender form can be 
obtained on payment of cost. The tender will be opened 
in the presence of the tenderers or their authorized 
representatives as scheduled . 

Demonstration , if required , should be provided by the 
firm at their own expence . Further details can be had from 
the office of the Principal , Govt. Medical College, Manjeri 
during working hours. 


പ്രത്യേക നിബന്ധനകൾ: 
(1) ആവശ്യപ്പെടുന്ന പക്ഷം സാധനങ്ങളുടെ പ്രദർശനം 

MSGONO . 


( 2 ) വിത ര ണം ചെയ്യുന്ന സാ ധ ന ങ്ങ ളുടെ തുക 

മുൻകൂറായി നൽകുന്നതല്ല. 


No. S2 -5178/2017 /GMCM . 

17th October 2017. 
Sealed and competitive tenders in prescribed form are 
invited from the manufacturers or authorized dealers for 
the supply of various items to Various Departments of 
Govt. Medical College, Manjeri. 

Cost of tender form : 


Sl . 
No. 


Tender No. & Name of Equipments and 

Department with Approximate Cost 


S2- 5178/2017 /GMCM — Procurement of Gown to 
GMCH — ^ 4 ,94 ,000 


Original - ` 1,680 . 
Duplicate — ` 840 . 


By post — · 1,760 . 


Closing date and time of sale of tender form by 
post — 18 - 11 -2017, 3 p . m . 

Closing date and time of sale of tender form 
25 - 11-2017 , 3 p. m . 

Due date and time for receipt of tender 
27 - 11-2017 , 3 p. m . 

Date and time for opening of tender 
28 - 11 - 2017 , 11 a. m . 


S2-5179 /2017 /GMCM — Consumables for Fumigation 
to GMCH — * 4,99,500 
S2 -5180 / 2017 /GMCM — Glucometer strips to 
GMCH — ^ 4 ,97,250 
S2 -5181/ 2017 /GMCM — LSCS KIT to MOT — 
- 4 ,90,000 
S2 -5182 / 2017 /GMCM — Normal Delivery Kit 
GMCH — 4 ,95,000 


5 


Special Conditions : 

(1) The firm should be arranged demonstration 

at this own cost . If request. 
(2) No advance payment will be made. 


Date upto which rates are to be firm — 31 -3 -2018 . 

Tender forms and details can be obtained from the 
office of the Principal, Govt. Medical College , Manjeri on 
payment of tender cost . Tender should be superscribed 
with Tender No . and addressed to the Principal, 


Govt. Medical College, 
Manjeri. 


( Sd.) 
Principal( i/c ). 


Na 
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ടെണ്ടർ നോട്ടീസ് 


നമ്പർ എസ്1/ 2189 / 2017 / ഗവ. മെ . കോ . മ . 2017 ഒക്ടോബർ 20. 


No. S1/ 2189/ 2017/ GMCM. | 20th October 2017. 

Sealed tenders in the prescribed forms are invited 
from the manufactures/authorized dealers for the supply 
of the items to Dialysis Unit of Govt. Medical College 
Hospital, Manjeri. 


മഞ്ചേരി മെഡിക്കൽ കോളേജിലെ ഡയാലിസിസ് 
യൂണിറ്റിലേക്കാവശ്യമായ സാധനങ്ങൾ സപ്ലേ ചെയ്യുന്നതിന് 
നിശ്ചിത ഫോറത്തിൽ സീൽ ചെയ്ത ടെണ്ടറുകൾ അംഗീകൃത 
വിതരണക്കാർ നിർമ്മാതാക്കളിൽ നിന്നും ക്ഷണിച്ചുകൊള്ളുന്നു . 


- St. 


Name of Item 


Quantity 


No. 


| കമ 


- 1 


ഇനം 


അളവ് 


നമ്പർ 


1 സിട്രോസ്റ്ററിൽ (5 ലിറ്റർ കാൻ) 


24 കാൻ 


2 ട്രാൻസ്പോർട്ട് 2 ഇഞ്ച് ( റോൾ) 


200 റോൾ 


-- ഡിപോസിബിൾ സിറിഞ്ച് (20 ml) 


4955 എണ്ണം 


2 
3 
4 
5 
6 
7 
8 


-- ഡയാസെയ്ഫ് 


ഫിൽറ്റർ 


4 എണ്ണം 


5 ഡിസ്പോസിബിൾ ആക്രോൺ 


1700 എണ്ണം 


6 ഡിസ്പോസിബിൾ ഗൗൺ 


1000 എണ്ണം 


Citrosteril ( Citric Acid -1 Hydrate, 24 can 
Lactic acid , Malic acid ), 5L can 
Transpore 2 inch (Roll ) 

200 roll 
Disposable Syringe 20 ml 4955 Nos . 
Diasafe Filter 

4 Nos. 
Disposable Apron 

1700 Nos. 
Disposable Gown 

1000 Nos. 
Tranducer protector 

3000 Nos. 
AVF Needle 16G (Pair ) 

1700 Pair 
Disinfectant solution for Dialysis 5 bottle 
Machine (Didecyl dimethyl 
ammonium chloride 8.70 % , n -alkyl 
dimethyl benzyl ammonium chloride 
8 .19 %, inert ingradients 83 .11 % 
(1000 ml bottle) 
Disinfectant solution for surface 5 bottle 
and environment for Dialysis 
Machine (Didecyl dimethyl 
ammonium chloride 2 .37 % , n -alkyl 
dimethyl benzyl ammonium chloride 
95.26 % (1000 ml bottle ). 


7 ട്രാൻഡ്യൂസർ പ്രൊട്ടക്ടർ 


3000 എണ്ണം 


8 എ . വി . എഫ് നീഡിൽ 16 ഗ്രാം 1700 ജോഡി 
9 ഡിസഇൻഫക്റ്റന്റ് സൊല്യൂഷൻ, 1000 ml 5 കുപ്പി 

( ഡയാലിസിസ് മെഷീൻ) 


- 


10 


10 


ഡിസഇൻഫക്റ്റന്റ് സൊല്യൂഷൻ ഫോർ 5 കുപ്പി 
സർഫസ്& എൻവെയെൺമെന്റ് 1000 ml 
( ഡയാലിസിസ് മെഷീൻ) 


- ടെണ്ടർ നൽകുന്ന ക വ റിനു മുക ളിൽ നമ്പർ 
എസ്112189 / 2017 / ഗവ . മെ . കോ . മ . എന്ന് വ്യക്ത മായി 
കാണിച്ചിരിക്കണം. 


നിരതദ്രവ്യം - 1 % 


Superscription Tender No . should be specifically 
noted - S1/2189/2017/ GMCM. 

EMD - 1 % 


ടെണ്ടർ ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ - 1,680. 


ഡ്യൂപ്ലിക്കേറ്റ് - 840. 


ടെണ്ടർ ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും 27 -11 - 2017, 3 മണി. 


Cost of tender form : 

Original - - 1,680 

Duplicate - - 840 

Date and time of close of sale of tender forms — 
27-11- 2017 at 3 p. m . 

Date and time for receipt of tender 
28-11 -2017 at 3 p . m . 

- Date and time for opening of tender - 29 - 11 -2017 at 
| 11 a . m . 

Date upto which rates are to be firms— 31- 3 -2018 . 


ടെണ്ടർ ലഭിക്കേണ്ട അവസാന തീയതിയും സമയവും 
28 - 11- 2017, 3 മണി. 


ടെണ്ടർ തുറക്കുന്ന തീയതിയും സമയവും 29 - 11- 2017, 
11 മണി. 


ടെണ്ടറിൽ പറയുന്ന നിരക്കുകൾ പ്രാബല്യത്തിലിരിക്കേണ്ട 
അവസാന തീയതി 31- 3 - 2018 . 


Address of Officer from whom tender forms are to 
be obtained and whom tenders are to be sent, The 
Principal, Govt. Medical College, Manjeri. 


ടെണ്ടർ ഫോറം ലഭിക്കുന്നതിനും പൂരിപ്പിച്ച് 
അയക്കേണ്ടതുമായ വിലാസം - പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് 
മെഡിക്കൽ കോളേജ്, മഞ്ചേരി- 676 121. 


Office of the Govt. 
Medical College, Manjeri. 


( Sd.) 
Principal. 
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ദർഘാസ് പരസ്യം 


നമ്പർ എസ്1 -10397 / 2017 . 

2017 ഒക്ടോബർ 10. 
- കോഴിക്കോട് ഗവ . മെഡിക്കൽ കോളേജ് ആശുപത്രിയിലെ 
റേഡിയോ ഡയഗ്നോസിസ് വിഭാഗത്തിലേക്ക് ആവശ്യമായ 
ടി . എം . ടി . പേപ്പർ നിർമ്മാതാക്കളിൽ നിന്നോ അവരുടെ 
അംഗീകൃത ഡീലർ മാ രിൽ നിന്നോ മുദവെച്ചതും 
മൽസ രാധിഷ്ഠിത മാ യതുമായ ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

ശീർഷകം ടി . എം . ടി . പേപ്പർ. 


അടങ്കൽതുക - 2,75,000. 

നിര ത ദ വ്യം - ടെണ്ടർ തുകയുടെ ഒരു ശ ത മാ നം 
( മിനിമം - 1,500 ). 
ദർഘാസ് ഫോറത്തിന്റെ വില . 

ഒറിജിനൽ " 708. 
തപാൽ വഴി 708 + പോസ്റ്റൽ ചാർജ്. 

ഡ്യൂപ്ലിക്കേറ്റ് * 354 
ദർഘാസ് ഫോമുകൾ നേരിട്ട് ലഭിക്കുന്ന അവസാന 
തീയതിയും സമയവും - 24 -11- 2017, 3 മണി. 


Superscription — TMT Paper. 
Tender Cost - 2, 75 ,000 . 

Earnest Money Deposit — 1 % of the quoted amount 
subjected to minimum - 1 ,500. 
Price of tender form : 

Original — \ 708. 
By post - ` 708 + Postal Charge. 

Duplicate — * 354. 
Last date and time of issue of tender form — 
24 -11 -2017, 3 p . m . 

Last date and time of issue of tender form by 
post - 24 -11 - 2017, 3 p . m . 

Due date and time for receipt of tender form 
25-11- 2017, 5 p. m . 

Date and time for opening of tender form 
27 -11-2017, 11.30 a. m . 

Date up to which the rates are to be firm — 31-3 -2018 . 

Tenders should be superscribed with tender 
No. S1 - 10397 /2017 and addressed to the Superintendent, 
Govt. Medical College Hospital, Kozhikode -8 . Each tender 
should be submitted along with an agreement signed and 
executed in Kerala Stamp Paper worth - 200 and EMD @ 
1 % of the total cost of the items tendered subjected to 
minimum - 1 , 500 . The tenders will be opened on the 
above date in the presence of the tenderers or their 
authorized representatives. 

Rate should be quoted in Indian rupees only against 
payment . The tenders without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice . Cheque, Draft, Postage Stamp etc . will not be 
accepted towards the cost of the tender forms. Stamp 
Paper will be supplied to the firms outside Kerala , on 
request, along with the remittance of - 250 (Rupees Two 
hundred and fifty only ) by Money Order taken in favour 
of the Superintendent, Govt. Medical College Hospital, 
Kozhikode. Further details can be had from the office of 
the Superintendent, Govt. Medical College Hospital , 
Kozhikode during working hours (0495 - 2357457). 

Name of Items with Specification - TMT Paper 
(210 x 280 x 200 ). 

Department — Cardiology. 
Quantity Required -- 220 . 


ദർഘാസ് ഫോമുകൾ തപാൽവഴി വിൽപന തീരുന്ന 
തീയതിയും സമയവും 24 - 11 - 2017 , 3 മണി. 


ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 25- 11 -2017 , 5 മണി. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 27 - 11-2017, 
11.30 മണി. 


നിരക്കുകൾ പ്രാബല്യത്തിലിരിക്കേണ്ട അ വ സാന 
തീയതി 31- 3 - 2018 . 


- ദർഘാസുകൾ ദർഘാസ് നമ്പർ എസ് 1- 11704 / 2017 എന്ന 
മേലെ ഴു ത്തോടു കൂടി നേരിട്ട് നൽകു കയോ സൂപണ്ട്, 
ഗവ. മെഡിക്കൽ കോളേജ് ആശുപ്രതി, കോഴിക്കോട്-8 എന്ന 
വിലാസത്തിൽ അയയ്ക്കുകയോചെയ്യേണ്ടതാകുന്നു. വൈകി 
ലഭിക്കുന്ന ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ 
മുകളിൽ സൂചിപ്പിച്ചിരിക്കുന്ന ദിവസം ദർഘാസുകാരന്റെയോ 
അംഗീകത പതി നി ധി യു ടെ യോ സാന്നിദ്ധ്യ ത്തിൽ 
തുറക്കപ്പെടും. തപാലിൽ ലഭിക്കേണ്ട ദർഘാസ് ഫോറത്തിന്റെ 
വിലയായി മണിയോർഡർ ഒഴികെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല . 

- 200 വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ (കുറഞ്ഞത് 
- 1,500 ) നിശ്ചിത മാതൃകയിലുള്ള സമ്മതപത്രം വാഗ്ദത്ത 
തുകയുടെ 1 % നിരതദ്രവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. 

- കൂടുതൽ വിവരങ്ങൾ മെഡിക്കൽ കോളേജ് ആശുപ്രതി 
ആഫീസിൽ നിന്നും പ്രവർത്തി സമയങ്ങളിൽ ലഭ്യമാണ്. 


• Warranty - Minimum 2 years. 


No. S1 - 10397/2017. 

| 10th October 2017. 
Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers or authorized 
suppliers for the supply of TMT Paper to this institution 
as detailed . Demonstration of the item is to be done if 
necessary. 


• AMC /CAMC — Minimum 5 years after warranty . 

The items should be demonstrated before the 

Purchase Committee if demanded . 
• Brand name of the items should be specified . 
• Original Brochure should be submitted . 
• Installation - Free of cost. 


Govt . Medical College Hospital, 
Kozhikode . 


( Sd.) 
| Superintendent. 
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ദർഘാസ് പരസ്യം 


ദർഘാസ് ഫോമുകൾ നേരിട്ട് ലഭിക്കുന്ന അവസാന 
തീയതിയും സമയവും 27 - 11- 2017, 3. 30 മണി. 


( 1) 


ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും -- 28 - 11- 2017, 11 മണി. 

ദർഘാസുകൾ നിജമായിരിക്കുന്ന തീയതി- 31-3- 2018. 

ദർഘാസ് സമർപ്പിക്കേണ്ട അഡസ്സ് പ്രിൻസിപ്പാൾ, 
ഗവ . മെഡിക്കൽ കോളേജ്, കോഴിക്കോട്- 8. 


- നിബന്ധനകൾ 


നമ്പർ എസ്7 -13488/ 2017 / എം . സി . സി. 2017 ഒക്ടോബർ 10. 

കോഴിക്കോട് ഗവൺമെന്റ് മെഡിക്കൽ കോളേജിലെ 
ട്രാൻസ്പഷൻ മെഡിസിൻ വിഭാഗത്തിലേക്ക് ആവശ്യമായ 
വിവിധ ഉപകരണങ്ങൾ വിത ര ണം ചെയ്യു ന്ന തിലേക്ക് 
നിർ മ്മാ താ ക്ക ളിൽ നിന്നോ അ വരുടെ അംഗീകത 
ഡീലർമാരിൽ നിന്നോ മുദ്രവച്ചതും മത്സരാധിഷ്ഠിതവുമായ 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

ദർഘാസ് നമ്പർ കവറിനു മുകളിൽ രേഖപ്പെടുത്തി 
നേരിട്ട് നൽകുകയോ പ്രിൻസിപ്പാൾ, ഗവ . മെഡിക്കൽ കോളേജ്, 
കോഴിക്കോട്- 8 എന്ന വിലാസത്തിൽ അയയ്ക്കു കയോ 
ചെയ്യേണ്ട താ കു ന്നു . വൈകി ലഭിക്കുന്ന ദർഘാ സു കൾ 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ 28 - 11- 2017 രാവിലെ 11.30 
മണിക്ക് ദർഘാസുകാരന്റെയോ അംഗീകൃത പ്രതിനിധിയുടെയോ 
സാന്നിദ്ധ്യ ത്തിൽ തുറ ക്ക പ്പെടും. തപാ ലിൽ ലഭി ക്കേണ്ട 
ദർഘാസ് ഫോറത്തിന്റെ വിലയായി മണിയോർഡർ ഒഴികെ 
മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല . 

- 200 വിലയുള്ള കേരള മുദ്രപത ത്തിൽ നിശ്ചിത 
മാ ത ക യിലുള്ള സമ്മത പത്രം വാഗ്ദത്ത തുകയുടെ 
1 % നിരതദ്രവ്യത്തോടുകൂടി (മിനിമം - 1,500) ദർഘാസിനോ 
ടൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 

കൂടു തൽ വിവ ര ങ്ങൾ ഗവ . മെഡിക്കൽ കോളേജ് 
ആശുപത്രി ആഫീസിൽ നിന്നും പ്രവർത്തി സമയങ്ങളിൽ 
ലഭ്യമാണ്. 


3 . 


വ 


1. നിർമ്മാതാവിൽ നിന്നുള്ള കൈപുസ്തകം തന ത് 

ദർഘാസിനൊപ്പം സമർപ്പിക്കേണ്ടതാണ്. 
ആവ ശ്യ പ്പെടുന്നപക്ഷം ദർഘാ സു കാ രൻ സ്വന്തം 
ചെലവിൽ സാധന സാമഗ്രികൾ പരിശോധനയ്ക്ക് 
വിധേയമാക്കേണ്ടതാണ്. 
വാറണ്ടി ചുരുങ്ങിയത് 2 വർഷം. 
വാർഷിക അറ്റ കു റ്റ പ്പണി/ സമഗ വാർഷിക 
അറ്റകുറ്റപ്പണി (ചുരുങ്ങിയത് 5 വർഷം) നിരക്കുകൾ 
വെവ്വേറെ സൂചിപ്പിച്ചിരിക്കേണ്ടതാണ്. ആവശ്യമെങ്കിൽ 
സാധന സാമഗി ക ളുടെ തെര ഞ്ഞെടുപ്പിന് ഈ 

നിരക്കുകൾ പരിഗണിക്കുന്നതാണ്. 
5. മുൻകൂർ തുക നൽകുന്നതല്ല . 


4 . 


കമ 


-- ദർഘാസ് നമ്പർ 
നമ്പർ 


ഇനവിവരവും 
ഏകദേശ അടങ്കൽ 

തുകയും 


| 1 എസ്7 / 13488/ 2017 / എം . സി . സി . ബ്ലഡ് ബാങ്ക് റഫിജറ്റേർ 

300 ലിറ്റർ - - 3, 93,226 


2 എസ്7 / 13492/2017 / എം . സി. സി. ഡോണർകൗച് (4 എണ്ണം) 

6,00,000 


3 എസ്7 / 14337/2017/ എം. സി. സി. പ്ലേറ്റ്ലറ്റ് അജിറ്റേറ്റർ വിത്ത് 

ഇൻക്യുബേറ്റർ (1 എണ്ണം) - 
1, 88, 456 


- No. S7 -13488/2017/ MCC . 

10th October 2017. 
Sealed and competitive tenders in prescribed form 
are invited from the manufacturers or authorized suppliers 
for the supply of various equipments to the Department 
of Transfusion Medicine of Govt. Medical College , 
Kozhikode. 

Tender forms and details can be obtained from the 
Office of the Principal, Government Medical College , 
Kozhikode on payment of tender cost. Tender should be 
superscribed with tender number and addressed to the 
Principal, Govt. Medical College, Kozhikode . Belated 
tenders will not be accepted . Each tender should be 
submitted along with an agreement signed and executed 
in Kerala Stamp Paper worth - 200 and Earnest Money 
Deposit @ 1 % of the Total Cost of items tendered for 
( minimum - 1 ,500) . Stamp Paper will be supplied to the 
firm outside the Kerala on request along with remittance 
of - 250 by money order in favour of Principal, 
Government Medical College , Kozhikode. Specimen copy 
of the agreement is annexed with the tender form . Rates 
should be quoted in Indian Rupees only . All the taxes 
applicable is to be clearly mentioned. Freight, insurance , 
loading, unloading, erection and commission charges and 
installation should be borne by the tenderer. Payment also 
will be made in Indian Rupees. 


4 എസ്7 / 14341/ 2017 / എം . സി. സി. ബ്ലഡ് ബാഗ്ട്യൂബീലർ 

- (1 എണ്ണം) - 1,45,000 


ദർഘാസ് ഫോറത്തിന്റെ വില : 
ഒറിജിനൽ ക്രമനമ്പർ 1- ന് - 944, ക്രമനമ്പർ 2- ന് 

- 1416 , ക്രമനമ്പർ 3, 4 ഇവയ്ക്ക് 

- 590. 
ഡപ്ലി ക്കേറ്റ് - കമ ന മ്പർ 1 - ന് - 472, 

ക്രമനമ്പർ 2 - ന് - 708, കമനമ്പർ 
- 3, 4 ഇവയ്ക്ക് - 354. 


തപാൽ വ ഴി - കമ ന മ്പർ 1- ന് - 994 , 

| ക്രമനമ്പർ 2 - ന് - 1,466, കമ നമ്പർ 

3, 4 ഇവയ്ക്ക് - 640. 
ദർഘാസ് ഫോമുകൾ തപാൽ വഴി വിൽപന തീരുന്ന 
തീയതി - 16 - 11- 2017. 


The tenders without the agreement and sufficient 
Earnest Money Deposit and the tenders that do not 
satisfy the conditions are liable to be rejected without any 
notice . Cheque , Draft, Postage Stamps etc . will not be 
accepted towards the cost of tender forms. Duplicate 
copy of tender form can be obtained on payment of cost. 


Gaz . No . 46 / 2017 /DTP (Stores Purchase ). 
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Further details can be had from the office of the 
Principal, Medical College during working hours 
(0495 -2350212 ). 


SI. 
No. 


Tender No . 


Item and 
(Approximate ) 

Cost 


അം ഗീ ക ത ഡീലർ മാ രിൽ നിന്നാ മുദ്രവെച്ചതും 
മത്സരാധിഷ്ഠിതമായതും ആയ ദർഘാസുകൾ ക്ഷണിച്ചു 
കൊള്ളുന്നു . 

അടങ്കൽ തുക - - 2,00,000 . 
നിരതദ്രവ്യം - ടെണ്ടർ തുകയുടെ ഒരു ശതമാനം. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ - - 590 . 
ഡ്യൂപ്ലിക്കേറ്റ്- - 354. 
തപാൽ വഴി - - 640. 


| 1 


S7/13488 / 2017/ MCC 


2 


S7/13492 /2017/ MCC 


3 


S7/14337/2017/ MCC 


Blood Bank Refrigerator 
300L . ( 2 Nos.) - - 3,93 ,226 
Donour couch (4 Nos.) 
- 6, 00,000 
Platelet Agitator with 
Incubator ( 1 No.) — 
- 1, 88,456 

Blood Bag Tubesealer 
| (1 No.) - 1 , 45,000 


ദർഘാസ് ഫോറങ്ങൾ തപാൽ വഴി വിൽപന തീരുന്ന 
തീയതി- - 15 - 11- 2017 . 


- ദർഘാസ് ഫോറങ്ങൾ നേരിട്ട് ലഭിക്കുന്ന അവസാന 
തീയതിയും സമയവും 29 -11 -2017, 3 മണി. 


4 


S7/14341/2017/ MCC 


ദർഘാസുകൾ സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 30 - 11- 2017 , 11 മണി. 


Cost of tender form : 
Original - - 944 for Sl. No . 1 , S 1, 416 for 

- Sl. No. 2 , - 590 for Sl. Nos. 3 and 4. 
Duplicate - - 472 for Sl. No . 1 , - 708 for 

Sl. No. 2 , · 354 for Sl. Nos. 3 and 4 . 
By post - - 994 for Sl. No . 1, S 1,466 for 

- Sl. No. 2 , - 640 for Sl. Nos. 3 and 4. 
Closing date of sale of tender form by post 
16 -11 -2017. 

Closing date and time of sale of tender form 
27-11-2017, 3, 30 p. m . 

- Due date and time for receipt of tender - 28 - 11 - 2017, 
11 a . m . 

- Date and time for opening of tender - 28 - 11 -2017, 
11.30 a . m . 

Date up to which the rates are to be firm 
31- 3- 2018. 

SPECIAL CONDITIONS 
1. The brochure issued by the manufacturer in original 

should be attached . 
2. The firm should be arranged demonstration at his 

own cost , if requested . 
3. Warranty: Minimum 2 years. 
4. AMC and CAMC ( rate to be mentioned separately ) 

will be considered for selection if necessary. 
5. No advance payment will be made. 


- ദർഘാസുകൾ തുറക്കുന്ന തീയതിയും സമയവും 
30 - 11- 2017 , 11.30 മണി. 

- ദർഘാസ്നമ്പർ കവറിനു മുകളിൽ രേഖപ്പെടുത്തി 
- നേരിട്ട് നൽകുകയോ പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, 

കോഴിക്കോട്- 8 എന്ന വിലാസത്തിൽ അയ യ് ക്കു കയോ 
ചെയ്യേണ്ട താ കു ന്നു . വൈകി ലഭിക്കുന്ന ദർഘാ സു കൾ 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ മുകളിൽ സൂചിപ്പിച്ചിരിക്കുന്ന 
ദിവസം രാവിലെ 11.30 മണിക്ക് ദർഘാസുകാരന്റെ യോ 
അംഗീകത പതി നി ധി യു ടെ യോ സാന്നിദ്ധ്യ ത്തിൽ 
തുറ ക്ക പ്പെടും. ത പാ ലിൽ ല ഭി ക്കേ ണ്ട് ദ ർ ഘാ സ് 
ഫോറത്തിന്റെ വിലയായി മണിയോർഡർ ഒഴികെ മറ്റൊന്നും 
സ്വീകരിക്കുന്നതല്ല. 

- 200 വില യുള്ള കേരള മുദപ്രത ത്തിൽ നിശ്ചിത 
മാ ത്യ ക യി ലു ള്ള സമ്മ ത പത്രം ദ ർ ഘാ സി നോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. 


- കൂടു തൽ വി വ ര ങ്ങ ൾ മ ഡി ക്കൽ കോളേജിന്റെ 
ആഫീസിൽ നിന്നും പ്രവർത്തി സമയങ്ങളിൽ ലഭ്യമാണ്. 


No . S7/ 13491/ 2017/ MCC. 

11th October 2017 . 
Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
suppliers for the supply of Cardiac Monitor with 
saturation ( 2 Nos.) to the Department of 
Anaesthesiology of this college as detailed . 
Demonstration of the items is to be done if necessary . 

Estimate Cost - 2, 00, 000 . 

Earnest Money Deposit — 1 % of the quoted 
amount. 


( 2 ) 


നമ്പർ എസ്. 7 / 13491/ 2017 / എം . സി. സി . 2017 ഒക്ടോബർ 11. 

- കോഴി ക്കോട് ഗവ . മെഡിക്കൽ കോളേജില 
അ ന സ് തേ ഷ്യാ വിഭാ ഗ ത്തി ലേക്ക് ആ വ ശ്യ മാ യ 
കാർ ഡിയാക് മോണിറ്റർ വിത്ത് സാറ്റു റേഷൻ വിതരണം 
ചെയ്യു ന്ന തി ലേക്ക് നിർമ്മാ താ ക ളിൽ നിന്നോ അവരുടെ - 


Cost of tender form : 

Original — * 590 . 
Duplicate - 354. 
| By Post - 640 . 

Last date of sale of tender form by post 
15 -11- 2017. 
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ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 30 -11-2017, 
11.30 മണി. 


Last date and time of sale of tender form 
29-11- 2017, 3 p. m . 

Last date and time of receipt of tender form 
30 -11 -2017 , 11 a. m . 

Date and time of opening of tender 
30 -11- 2017, 11 . 30 a. m . 


- ദർഘാസുകൾ നമ്പർ എസ്7 /13736/ 2017 / എം. സി. സി . എന്ന് 
മേലെ ഴു ത്തോടുകൂടി നേരിട്ട് നൽകുകയോ പ്രിൻസിപ്പാൾ, 
മെഡിക്കൽ കോളേജ്, കോഴിക്കോട്- 8 എന്ന വിലാസത്തിൽ 
അയയ്ക്കുകയോ ചെയ്യേണ്ടതാകുന്നു . വൈകി ലഭിക്കുന്ന 
ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ മുകളിൽ 
സൂചിപ്പിച്ചിരിക്കുന്ന ദിവസം രാവിലെ 11.30 മണിക്ക് ദർഘാസു 
കാരന്റെയോ അംഗീകൃത പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ 
തുറക്കപ്പെടും. തപാലിൽ ലഭിക്കേണ്ട ദർഘാസ് ഫോറത്തിന്റെ 
വിലയായി മണിയോർഡർ ഒഴികെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. 

- 200 വില യുള്ള കേ രള മുദ്രപത്രത്തിൽ നിശ്ചിത 
മാ ത ക യിലുള്ള സമ്മ ത പതം വാഗ്ദ ത്ത തുകയുടെ 
1 ശതമാനം നിരതദ്രവ്യത്തോടുകൂടി ദർഘാസിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. 

- കൂടു തൽ വിവ ര ങ്ങ ൾ മെഡിക്കൽ കോളേജിന്റെ 
ആഫീസിൽ നിന്നും പ്രവർത്തിസമയങ്ങളിൽ ലഭ്യമാണ്. 


Tenders should be superscribed with tender 
No. S7/ 13491/ 2017/ MCC and addressed to the Principal, 
Govt. Medical College , Kozhikode . Each tender should 
be submitted along with an agreement signed and 
executed in Kerala Stamp Paper worth 
- 200 and EMD @ 1 % of the total cost of the items 
tendered for. The tenders will be opened on the above 
date in the presence of the tenderer or their authorized 
representatives. 

Rate should be quoted in Indian Rupees only 
against payment. The tenders without the agreement 
and sufficient Earnest Money Deposit and the tenders 
that do not satisfy the conditions are liable to be 
rejected without any notice . Cheque , Draft , Postage 
Stamps etc. will not be accepted towards the cost of 
the tender forms. Stamp Paper will be supplied to the 
firms outside Kerala , on request , along with the 
remittance of - 250 (Rupees Two hundred and fifty 
only ) by Money Order taken in favour of Principal, 
Medical College , Kozhikode . 

Further details can be had from the office of the 
Principal , Medical College during working hours (0495 
2350212 ). 


നമ്പർ എസ്. 3 / 16642 / 2017 / എം . സി . സി . 2017 ഒക്ടോബർ 12 . 


കോഴിക്കോട് ഗവ. മെഡിക്കൽ കോളേജ് ആശുപത്രിയിലെ 
മെകാ ബയോളജി വിഭാഗത്തിലേക്ക് ആവശ്യമായ 
ഡിസ്പോസബിൾ ട്യൂബ്സ് ആന്റ് ബോട്ടിൽസ് വിതരണം 
ചെയ്യുന്നതിലേക്ക് നിർമ്മാതാക്കളിൽ നിന്നോ അവരുടെ അംഗീകൃത 
ഡീലർമാ രിൽ നിന്നോ മുദ്രവെച്ച മത്സ രാ ധി ഷ്ഠിത മായ 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക - 4,71,000. 


നിരതദ്രവ്യം - ടെണ്ടർ തുകയുടെ ഒരു ശതമാനം. (മിനിമം 
1,500 ) 


| ( 3) 


ദർഘാസ് ഫോറത്തിന്റെ വില : 


ഒറിജിനൽ - 1,062 
തപാൽ വഴി 1,112 

ഡ്യൂപ്ലിക്കേറ്റ് - 590. 
ദർഘാസ് ഫോറങ്ങൾ നേരിട്ട് ലഭിക്കുന്ന അവസാന 
തീയതിയും സമയവും - 29 - 11- 2017, 3 മണി. 


നമ്പർ എസ്. 3 / 13736 / 2017 / എം . സി . സി . 2017 ഒക്ടോബർ 12. 

കോഴിക്കോട് മെഡിക്കൽ കോളേജ് ആശുപത്രിയിലെ ബ്ലഡ് 
കളക്ഷൻ സെന്റർ വിഭാഗത്തിലേക്ക് ആവശ്യമായ ബ്ലഡ് 
കളക്ഷൻട്യൂബ് വിതരണം ചെയ്യുന്നതിലേക്ക് നിർമ്മാതാക്കളിൽ 
നിന്നോ അവരുടെ അംഗീകൃത ഡീലർമാരിൽ നിന്നോ മുദ്രവെച്ച 
മത്സരാധിഷ്ഠിതമായ ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക - - 4, 88,000. 

നിര തദ വ്യം - ടെണ്ടർ തുകയുടെ ഒരു ശത മാ നം . 
(മിനിമം ) - 1, 500 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

ഒറിജിനൽ - 1,180 
ഡ്യൂപ്ലിക്കേറ്റ് - 590 . 
തപാൽ വഴി 1,230 


- ദർഘാസ് ഫോറങ്ങൾ തപാൽവഴി വിൽപ്പന തീരുന്ന 
അവസാന തീയതിയും സമയവും- - 22 - 11 - 2017 , 3 മണി 


ദർ ഘാസ് ഫോറങ്ങൾ സ്വീക രി ക്കു ന്ന അ വ സാ ന 
തീയതിയും സമയവും 30 - 11-2017 , 11 മണി. 


- ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും 30 - 11 - 2017, 
12 മണി. 


ദർഘാസ് ഫോറങ്ങൾ നേരിട്ട് ലഭിക്കുന്ന അവസാന 
തീയതിയും സമയവും 29 - 11- 2017 , 3 മണി. 

ദർഘാസ് ഫോറങ്ങൾ തപാൽവഴി വിൽപ്പന തീരുന്ന 
അവസാന തീയതിയും സമയവും 22 - 11- 2017 , 3 മണി 


- ദർഘാസുകൾ നമ്പർ എസ്. 3 / 16642 / 2017 / എം . സി . സി . 
എന്ന മേലെഴുത്തോടുകൂടി നേരിട്ട് നൽകുകയോ പ്രിൻസിപ്പാൾ, 
മെഡിക്കൽ കോളേജ്, കോഴിക്കോട്- 8 എന്ന വിലാസത്തിൽ 
അയയ്ക്കുകയോ ചെയ്യേണ്ടതാകുന്നു . വൈകി ലഭിക്കുന്ന 
ദർഘാസുകൾ സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ മുകളിൽ 
സൂചിപ്പിച്ചിരിക്കുന്ന ദിവസം ദർഘാസുകാരന്റെയോ അംഗീകൃത 
പ്രതിനിധിയുടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കപ്പെടും. തപാലിൽ 
ലഭിക്കേണ്ട ദർഘാസ് ഫോറത്തിന്റെ വിലയായി മണിയോർഡർ 
ഒഴികെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. 


- ദർ ഘാസ് ഫോറങ്ങൾ സ്വീക രി ക്കുന്ന അ വ സാന 
തീയതിയും സമയവും 30 -11 - 2017 , 11 മണി. 
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- 200 വിലയുള്ള കേ രള മുദ്രപത ത്തിൽ നിശ്ചിത 
മാ ത ക യിലുള്ള സമ്മ ത പത്രം വാഗ്ദത്ത തുക യു ടെ 
1 % നിര ത ദ വ്യ ത്താ ടു കൂടി ദർ ഘാ സിനോടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. 


കൂടു തൽ വിവ ര ങ്ങ ൾ മെഡിക്കൽ കോളേജിന്റെ 
ആഫീസിൽ നിന്നും പ്രവർത്തിസമയങ്ങളിൽ ലഭ്യമാണ്. 


No. S3/ 16642/ 2017/ MCC . 

12th October 2017. 
Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
suppliers for the supply of Disposable tubes and 
Bottles to the Department of Microbiology of 
Medical College , Kozhikode . Demonstration of the 
items is to be done if necessary . 


നമ്പർ എസ6- 19472/ 2017/ എം . സി . സി. 2017 ഒക്ടോബർ 19. 

- കോഴിക്കോട് ഗവൺമെന്റ് മെഡിക്കൽ കോളേജിലെ 
ബയോമെഡിക്കൽ വിഭാഗത്തിലേക്ക് ആവശ്യമായ 
“ സോഫ്ട് വെയർ ഫോർ ഇൻവെന്ററി മെയിന്റനൻസ് ഓഫ് 
മെഡിക്കൽ എക്യുപ്മെന്റ് സ് വിതരണം ചെയ്യുന്നതിലേക്ക് 
നിർ മ്മാ താ ക്ക ളിൽ നിന്നോ അ വരുടെ അംഗീകത 
ഡീലർമാരിൽ നിന്നോ മുദ്രവച്ചതും മത്സരാധിഷ്ഠിതവുമായ 
ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക - 3,00, 000 
നിരതദ്രവ്യം - ടെണ്ടർ തുകയുടെ ഒരു ശതമാനം. ( മിനിമം 

- 1,500 ) 


ദർഘാസ് ഫോറത്തിന്റെ വില : 


| Estimate Cost 


4, 71 , 000 . 


Earnest Money Deposit - 1 % of the quoted 
amount. ( Minimum - 1 , 500 ) 


Cost of tender form : 

Original - S 1,062 
By Post - 1,112 
Duplicate = 590 


Last date and time of sale of tender form by 
post - 22 - 11- 2017 , 3 p . m . 


Last date and time of sale of tender form 
29 - 11 - 2017, 3 p . m . 

Last date and time of receipt of tender form 
30- 11- 2017 , 11 a. m . 

Date and time of opening of tender 
30 -11- 2017, 12 noon. 

Tenders should be superscribed with tender 
No. S3 / 16642 / 2017 /MCC and addressed to the Principal , 
Govt. Medical College, Kozhikode. Each tender should 
be submitted along with an agreement signed and 
executed in Kerala Stamp Paper worth 
- 200 and EMD @ 1 % of the total cost of the items 
tendered for. The tenders will be opened on the above 
date in the presence of the tenderer or their authorized 
representatives. 

Rate should be quoted in Indian Rupees only 
against payment. The tenders without the agreement 
and sufficient Earnest Money Deposit and the tenders 
that do not satisfy the conditions are liable to be 
rejected without any notice . Cheque, Draft, Postage 
Stamps etc . will not be accepted towards the cost of 
the tender forms. Stamp Paper will be supplied to the 
firms outside Kerala , on request, along with the 
remittance of - 250 by Money Order taken in favour of 
Principal , Medical College , Kozhikode. 

Further details can be had from the office of the 
Principal, Medical College during working hours 
(0495- 2350212 ). 


ഒറിജിനൽ - 708 
തപാൽ വഴി - 758 

ഡ്യൂപ്ലിക്കേറ്റ് - 354 
- ദർഘാസ് ഫോറങ്ങൾ തപാൽ വഴി വിൽപ്പന തീരുന്ന 
തീയതി - 20 - 11 - 2017 

ദർഘാസ് ഫോറങ്ങൾ നേരിട്ട് ലഭിക്കുന്ന അവസാന 
തീയതിയും സമയവും - 27 -11 - 2017 , 3 മണി. 

ദർഘാസ് ഫോറങ്ങൾ സ്വീക രി ക്കുന്ന അ വ സാന 
തീയതിയും സമയവും 28 - 11- 2017, 11 മണി. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും -- 28- 11 -2017 , 
11. 30 മണി. 

- ദർഘാസ് നമ്പർ കവറിനുമുകളിൽ രേഖപ്പെടുത്തി 
നേരിട്ട് നൽകുകയോ പ്രിൻസിപ്പാൾ, ഗവ. മെഡിക്കൽ കോളേജ്, 

കോഴിക്കോട്- 8 എന്ന വിലാ സ ത്തിൽ അയ യ്ക്കു കയോ 
ചെയ്യേ ണ്ട താ കു ന്നു . വൈകി ലഭിക്കുന്ന ദർഘാ സു കൾ 
സ്വീകരിക്കുന്നതല്ല. ദർഘാസുകൾ മുകളിൽ സൂചിപ്പിച്ചിരിക്കുന്ന 
ദിവസം രാവിലെ 11.30 മണിക്ക് ദർഘാ സു കാ ര ന്റെ യോ 
അംഗീകൃത പതി നി ധി യു ടെയോ സാന്നി ദ്ധ്യ ത്തിൽ 
തുറക്കപ്പെടും. തപാലിൽ ലഭിക്കേണ്ട ദർഘാസ് ഫോറത്തിന്റെ 
വിലയായി മണിയോർഡർ ഒഴികെ മറ്റൊന്നും സ്വീകരിക്കുന്നതല്ല. 

- 200 വില യുള്ള കേരള മുദ്രപത ത്തിൽ നിശ്ചിത 
മാ ത ക യി ലു ള്ള സ മ്മ ത പതം വാഗ്ദ ത്ത തുക യു ടെ 
1 % നിരതദ്രവ്യത്തോടുകൂടി ദർ ഘാ സി നോ ടൊപ്പം 
സമർപ്പിക്കേണ്ടതാണ്. 

- കൂടു തൽ വിവ ര ങ്ങ ൾ മെഡിക്കൽ കോളേജിന്റെ 
- ഓഫീസിൽ നിന്നും പ്രവർത്തി സമയങ്ങളിൽ ലഭ്യമാണ്. 
-- ടെണ്ടർ നടപടികൾ മുന്നറിയിപ്പില്ലാതെ നീട്ടിവക്കുന്നതിനോ 

നിർത്തി വക്കുന്നതിനോ ഉള്ള അധികാരം പ്രിൻസിപ്പാളിൽ 
നിക്ഷിപ്തമാണ്. 
| No. 56-19472 /2017/ MCC. 

19th October 2017. 
Sealed and competitive tenders in the prescribed 
form available from this office are invited from the 
manufacturers or authorized suppliers for the supply of 
Software for Inventory maintenance of medical equipments 
for Biomedical Wing, Govt, Medical College, Kozhikode. 
Demonstration of the item is to be done if necessary . 
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Estimate Cost - ` 3 , 00 ,000 

Earnest Money Deposit — 1 % of the quoted amount. 
( Minimum - 1 ,500 ) 
Cost of tender form : 

Original — * 708 
By post _ - 758 

Duplicate - 354 
| Last date of sale of tender form by post - 20 -11 - 2017 

Last date and time of sale of tender form 
27 -11-2017, 3 p . im . 

Last date and time of receipt of tender form 
28- 11 - 2017, 11 a. m . 

Date and time of opening of tender form 
28- 11 -2017 , 11.30 am. 


ഉപകരണം Video Camera and Equipments: 

1. Tripod for video camera (Heavy duty) 
2 . LED Video Light 
3 . Video Mic 

4. External Storage 
- 5. Memory Card 
ആവശ്യമായ അളവ് - 1 എണ്ണം 
നിരതദ്രവ്യം - 3,379. 


ദർഘാസ് ഫോറത്തിന്റെ വില - - 700. 

ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും -- 
24 - 11- 2017 , 2 മണി. 

പൊതുവായ നിർദ്ദേശങ്ങൾ 


Tenders should be superscribed with tender 
number and addressed to the Principal, Govt. Medical 
College, Kozhikode . Each tender should be submitted 
along with an agreement signed and executed in Kerala 
Stamp Paper Worth | 200 and EMD @ 1 % of the total cost 
of the items tendered for ( Minimum - 1 , 500). The tenders 
will be opened on the above date in the presence of the 
tenderers or their authorized representatives . 

Rate should be quoted in Indian Rupees only against 
payment. The tenders without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice. Cheque, Draft, Postage Stamp etc. will not be 
accepted towards the cost of the tender forms. Stamp 
Paper will be supplied to the firm outside Kerala , on 
request, along with the remittance of - 250 by Money 
Order taken in favour of Principal, Medical College , 
Kozhikode. 

Further details can be had from the office of the 
Principal, Medical College during working hours 
(0495- 2350212 ). 


കരാറുകാരൻ പ്രശസ്തമായ നിർമ്മാണ കമ്പനി 
തന്നെ ആയിരിക്കുകയോ ടെണ്ടറിലും വിൽപ്പനയിലും 
സർവ്വീസിലും പങ്കെടുക്കുവാനുള്ള നിർമ്മാണ 
കമ്പനിയുടെ സമ്മത പത്രമുള്ള അംഗീകൃത 
വ്യാപാരിയോ ആയിരിക്കേണ്ടതാണ്. 
ഒരു കരാറുകാരന് രണ്ട് വ്യാപാരിയോ/ ഉപകരണ 
നിർമ്മാതാവിനേയോ പ്രതിനിധീകരിച്ച് ഒരു 
പ്രത്യേക ടെണ്ടറിനും വില രേഖപ്പെടുത്തുവാൻ 
പാടില്ല . 
കരാറുകാരന്/ ഉപകരണ നിർമ്മാതാവിന് വളരെ 
വിപുലമായ രീതിയിൽ പ്രവർത്തിച്ചു വരുന്ന 
സർവ്വീസ് സെന്റർ ഇന്ത്യയിൽ ഉണ്ടാകേണ്ടതും 
സർവ്വീസ് സംബന്ധിച്ചുള്ള വിവരങ്ങൾ ടെണ്ടർ 
രേഖകളുടെ കൂടെ സമർപ്പിക്കേണ്ടതുമാണ്. 
കരാറുകാരന് പ്രാബല്യത്തിലുള്ള ജി .എസ്. റ്റി . 
രജിസ്ട്രേഷൻ ഉണ്ടായിരിക്കേണ്ടതും ആയതിന്റെ 
പകർപ്പ് ടെണ്ടറിനോടൊപ്പം ഉള്ളടക്കം 
ചെയ്യേണ്ടതുമാണ്. 
കരാറുകാരന് പ്രാബല്യത്തിലുള്ള ജി.എസ്. റ്റി . നമ്പർ 
ഉണ്ടായിരിക്കേണ്ടതും ആയതിന്റെ കോപ്പി ടെണ്ടറി 
നോടൊപ്പം ഉള്ളടക്കം ചെയ്യേണ്ടതുമാണ്. 


- 5 . 


Office of the Principal, 
Govt. Medical College , 
Kozhikode. 


(Sd.) 
For Principal . 


കരാറുകാരന് താഴെ പറയുന്ന സംഗതികളിലെ 
മാനദണ്ഡങ്ങളിലെ ഏറ്റവും കുറഞ്ഞ യോഗ്യതയെങ്കിലും 
ഉണ്ടായിരിക്കേണ്ടതും അത് സംബന്ധിച്ചുള്ള രേഖകൾ 
സമർപ്പിക്കേണ്ടതുമാണ്. 
- ടെണ്ടറിൽ പങ്കെടുക്കുന്നതിന് പ്രാബല്യത്തിലുള്ള 
ഉപകരണം കമ്പനിയുടെ സമ്മതപത്രം. 


Police Department 
പുനർ ദർഘാസ് പരസ്യം 

[ നമ്പർ 7 / 2017] 
നമ്പർ ഇ1-5142 / 2017 / റ്റി . 

2017 ഒക്ടോബർ 25. 
പോലീസ് വകുപ്പിലേക്ക് ആവശ്യമായ വീഡിയോ ക്യാമറ 
അനുബന്ധ ഉപകരണം വിതരണം ചെയ്യുന്നതിനുള്ളമുദ്രവച്ച 
ദർഘാസുകൾ 24 - 11- 2017 -ാം തീയതി രാവിലെ 11 മണിക്ക് 
മുൻ പാ യി ഈ ഓഫീസിൽ ലഭി ക്ക ത്ത ക്ക വി ധ ത്തിൽ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 
Gaz. No. 46 /2017 /DTP (Stores Purchase ). 
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കരാറുകാരന്റെ രജിസ്ട്രേഷൻ സ്ഥാപന രൂപീകരണ 
സർട്ടിഫിക്കറ്റ്. 
അവസാന മൂന്നു വർഷത്തെ കരാറുകാരന്റെ 
ലാഭ -നഷ്ട ബാലൻസ് ഷീറ്റ്. 
കരാറുകാരൻ അവസാന മൂന്നുവർഷം ഉപകരണ 
നിർമ്മാണ കമ്പനിയുടെ അംഗീകൃത വ്യാപാരി/ 
വിതരണക്കാരൻ ആയിരിക്കേണ്ടതാണ്. 
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11. 


[ No . 7/2017) 


കരാറുകാരൻ/ നിർമ്മാണ കമ്പനി/ വിത രണ 
നിർമ്മാണ കമ്പനിയുടെ ഇതേ ഉൽപ്പന്ന ങ്ങ ളിൽ 
ഉൽപ്പാദന ത്തിലും വിത ര ണ ത്തിലും കേര ള 

പോലീസിനോ കേരള സർക്കാർ സ്ഥാപനങ്ങൾക്കോ 
ഉള്ള ഏറ്റവും കുറഞ്ഞ മൂന്ന് വർഷത്തെ പരിചയം. 


നിബന്ധനകൾ 


1. 


| No. E1 - 5142/ 2017/ T. 

26th October 2017 . 
Sealed tenders are invited with samples under Two 
Bid Systems ( Technical & Financial Bid ) for the supply of 
the Video Camera and following equipments so as to 
reach this office on or before 11 a. m . on 24 - 11- 2017 . 

Equipments Tripod for Video Camera (Heavy Duty ), 
LED Video light, Video Mic , External Storage , Memory 
Card . 

Quantity Required - 1 No. 
E . M. D - S 3,379. 
Cost of tender forms— * 700. 

Date and time of opening of tenders — 24 - 11 - 2017 , 
2 p . m . 


General 


| 1 . 


ദർഘാസ് അയയ്ക്കുന്നസാധ ന ത്തിന്റെ പേരും 
നമ്പരും രേഖപ്പെടുത്തി ജില്ലാ പോലീസ് മേധാവി, 
തിരു വ ന ന്ത പു രം റൂറൽ എന്ന വിലാസത്തിൽ 
അയയ്ക്കേണ്ടതാണ്. താമസിച്ച് ലഭിക്കുന്ന ടെണ്ടറുകൾ 
സ്വീകരിക്കുന്നതല്ല. 
ദർഘാസുകൾ 24- 11 - 2017- ന് ഉച്ചയ്ക്ക് 2 മണിക്ക് 
തദവസരത്തിൽ ഹാജരായിട്ടുള്ള കരാറുകാരുടെയോ 
അവർ അധികാ ര പ്പെടു ത്തി യിട്ടുള്ള പ്രതി നി ധി 
ക ളു ടെയോ സാന്നിദ്ധ്യത്തിൽ തുറക്കുന്നതാ ണ് . 
നിരതദ്രവ്യം ഇല്ലാത്ത ദർഘാസുകൾ അപ്പോൾതന്നെ 
നിരസിക്കുന്നതാണ്. 
എല്ലാ കരാറുകാരും വിതരണം ചെയ്യാൻ തയ്യാറാക്കി 
യിട്ടുള്ള ഉപകരണം പരിശോധനയ്ക്കായി 24 - 11-2017 - ന് 
ഉച്ചയ്ക്ക് 2 മണിക്ക് ജില്ലാ പോലീസ് മേധാവിയുടെ 
ഓഫീസിലേക്ക് കൊണ്ടുവരേണ്ടതാണ്. 
tvmruralpolice. gov.in എന്ന വെബ് സൈറ്റിൽ 
നിന്നും ടെണ്ടർ ഫോറം ഡൗൺലോഡ് ചെയ്യാവുന്നതും 
ആയതിൽ പറഞ്ഞിട്ടുളള വില ഡിമാന്റ് ഡ്രാഫ്റ്റായി 
ടെണ്ടറിനോടൊപ്പം സമർപ്പിക്കേണ്ടതുമാണ്. 
നിര ത ദ വ്യ തുക ജില്ലാ പോലീസ് മേധാവി, 
തിരു വ ന ന്തപുരം റൂറലിന്റെ പേർക്ക് മാറാവുന്ന 
വിധത്തിൽ ഹാജരാക്കേണ്ടതും നിരതദ്രവ്യ തുക 
ക്യാഷോ ക്രോസ് ചെയ്ത ബാങ്ക് ഡാഫ്റ്റായോ 
(ട്രഷറി സേവിംഗ് സ് ആയോ സർക്കാർ 

പാമിസറി നോട്ടായോ ബാങ്ക് ഗ്യാരന്റിയായോ 
നാ ഷ ണൽ സേവിംഗ് സ് അക്കൗണ്ട് ആ യോ 
സമർപ്പിക്കേണ്ടതാണ്. 
വിശദ മായ മറ്റു വിവരങ്ങൾ ജില്ലാ പോലീസ് 
മേധാവിയുടെ ആഫീസിൽ നിന്നും മേൽപ്പറഞ്ഞ 
വെബ്സൈറ്റിൽ നിന്നും ലഭ്യമാണ്. 
ഉപക ര ണ ങ്ങൾ അത്യന്താപേക്ഷിതമാ യ തി നാൽ 
തെരഞ്ഞെടുക്കപ്പെടുന്ന കരാറുകാരൻ 7 ദിവസത്തിനുള്ളിൽ 
തന്നെ പ്രസ്തുത ഉപകരണം ലഭ്യമാക്കേണ്ടതാണ്. 


The Bidder should be a reputed Original 
Equipment Manufacturers (OEM ) or authorized 
dealer of OEM , who is having an Authorization 
Certificate from the OEM to participate in the 
tender at Kerala Police and Certificate from the 
OEM for sales and service . 


വ 


നി 


4. 


6 . 


S 


One bidder cannot represent two suppliers/OEMs 
or quotes on their behalf in a particular tender . 
The OEM /Bidder should have a well equipped 
service centre functioning in India to cater to 
immediately after sales requirement; copy of 
Service Centre details must be enclosed along 
with tender document ( Preferably bidder should 
have a Service Centre in South India ). 
The Bidder should have valid GST registration . 
Copy of GST registration certificate should be 
enclosed along with the tender. 
The Bidder should have valid GST Index Number. 
Copy of GST Number allocation letter should be 
enclosed along with the tender. The Bidder must 
fulfill the following minimum qualification criteria 
to prove the techno commercial competence and 
submit the documents in support thereof: 
(a) Valid Authorization letter from the OEM to 

attend this particular tender. 
(b ) Certificate of Registration /Incorporation 

Certificate of the Bidder. 
(c) Last 3 year s financial status of the Bidder s/ 

P & L and Balance Sheet/audit report of last 

3 years. 
(d) The bidder (authorized dealer/distributor) 

should have the dealership /distributionship 
for at least 3 (three ) continuous consecutive 
years with the OEM . 


സാമ്പിളുകൾ മടക്കി നൽകുവാനുള്ള ഉത്തരവാദിത്വം 
ഈ ഓഫീസിൽ നിഷിപ്ത മാ യിട്ടുള്ളതാകു ന്നു . 
രേഖപ്പെടുത്തുന്ന വില 31 - 3 - 2018 വരെ മാറ്റമില്ലാതെ 
നിലനിർത്തേണ്ടതാണ്. 


9 . 


ക രാ റു കാ ര ൻ ബന്ധ പ്പെട്ട ഉപ ക ര ണ ങ്ങ ളു ടെ 
demonstration സ്വന്തം ചെലവിലും ഉത്തരവാദിത്വ 
ത്തിലും നടത്തേണ്ടതാണ്. 


10 . 


11 . 


ജില്ലാ പോലീസ് മേധാവിയ്ക്ക് ടെണ്ടർ യാതൊരു 
കാരണവും കൂടാതെ നിരസിക്കുന്നതിനുള്ള പൂർണ്ണ 
അധികാരം ഉണ്ടായിരിക്കുന്നതാണ്. 
കൂടുതൽ വിവരങ്ങൾക്ക് DySP നെടുമങ്ങാടിനെയോ 
( ഫോൺ നമ്പർ 9497990018 ) A0 , തിരുവനന്തപുരം 
റൂറൽ ( ഫോൺ നമ്പർ: 0471 2302296 ) നെയോ 
ബന്ധപ്പെടാവുന്നതാണ്. 
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(e) The Bidder has to submit a Warantee 

Certificate along with invoices. 
The Bidder/manufacturer should have a 
minimum of 3 years experience in the 
Manufacture /supply of same OEM products 
and related accessories for Kerala Police / 
any Kerala Government Organisation . 


6 . 


Conditions 


1. 


3. 


The tenders should be superscribed with 
tender number and name of the store articles 
and addressed to the District Police Chief , 
Thiruvananthapuram Rural, Kerala . Late tenders 
will not be accepted . 
The tenders should be submitted in two separate 
parts containing Technical and Financial bids in 
separate sealed envelopes clearly superscribed 
and should be put together in a large envelope , 
all envelops sealed and superscribed with 
“ Tender No . and name of item ” . If any offer 
contains technical bids and financial bids 
together in one envelope, such offers shall be 
rejected outright. 
Opening of tenders — Technical bids of the offers 
received with requisite E . M . D . or Bid security 
with samples will be opened on 
24 - 11- 2017 at 2 p . m . in the presence of the 
representatives of the firms who may be present 
at that time. All tenders received without E . M . D . 
will be rejected outright. The technical bids 
will be evaluated by a Technical Evaluation 
Committee and those that do not conform to the 
specifications will be rejected . The financial bids 
of the technically qualified tenderers only will be 
considered for opening at a later date . The date 
for opening of financial bids will be intimated to 
the concerned suppliers. Unopened financial bids 
of the technically disqualified bidders shall be 
returned to them . All prices quoted should be 
inclusive of all levies and taxes. Customs duty if 
any should be mentioned specifically . 
Intending tenderers may, on application to the 
District Police Chief, Thiruvananthapuram Rural, 
obtain requisite tender forms on which the 
tenders should be submitted or download the 
tender forms from the Kerala Police website 
tymruralpolice . gov. in . The tenderers who 
download forms should submit the required 
tender value as a Demand Draft along with the 
tender. 
Earnest Money Deposit ( E . M . D .) should be 
furnished along with the tender. E .M .D . may be 
submitted either in crossed Bank Drafts/ Treasury 
Savings Bank Deposits /Government Promissory 
Notes/ Bank Guarantee or National Savings 
Certificates drawn in favour of District 
Police Chief, Thiruvananthapuram Rural, 
Thiruvananthapuram -695 033. The name of the 
firm and tender number should be mentioned in 


the reverse side of the E .M . D . and tender cost . 
Firms which are exempted from furnishing E .M .D . 
should produce a copy of relevant authorized 
document for verification . Without E .M . D ., the 
tenders will be rejected . 
Specifications and list of items of each tender 
shall be obtainable from office of District Police 
Chief, Tvpm . Rural during working hours or from 
the Police website as mentioned above . The firms 
should also furnish the detailed specifications , 
make, brochures , Test Report from Govt. 
Laboratories / Agencies (whether possible ) 
technical support network in Kerala etc . of the 
equipments along with the tender. The tender 
without detailed specifications of quoted items, 
brochures, make etc . are liable to be rejected 
forthwith . The tender without separate envelope 
and not superscribing the tender number will be 
rejected . 
As per items are urgently required , the selected 
bidder will have to supply the item without loss 
of time, preferably within 7 days. 
Samples will have to be submitted free of cost 
whenever necessary , which would be returned 
only after the supply is effected . The firms should 
be ready to show live demonstration , of technical 
equipments at their own risk and cost during 
Technical evaluation . In the event of firms not 
able to show live demonstration ,they need to 
convince the Technical Evaluation Committee 
about such inability and resort to documentary / 
power point presentation with original product 
brochures/ CDs/ scale models /videos/ slide shows 
etc . to the utmost satisfaction of the Technical 
Evaluation Committee . 
Ordinarily, no advance payment will be made for 
procuring any of the items. In case , advance 
payment has to be made, a clear case has to be 
made out by the tenderer. However this will be 
only in extraordinary circumstances. 
Samples will have to be submitted free of cost 
whenever necessary, which would be returned 
only after the supply is effected . The firms should 
be ready to show live demonstration of technical 
equipments at their own risk and cost. 
Police Department is not liable to send any 
individual communication . Police Department is 
not responsible to return the samples after 
verification . The rates quoted should be valid and 
firm till 31- 3 - 2018 . The District Police Chief, 
Thiruvananthapuram Rural is empowered to reject 
any tender without assigning any reason . 
For any further clarification please contact-DySP , 
Nedumangad (Phone No. 9497990018 ) or Account 
Officer (Phone No. 0471-2302296 ). 


11. 


12 . 


District Police Office, 
Thiruvananthapuram Rural. 


P. Asok KUMAR IPS, 
District Police Chief. 
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Specification -Compliance Statement for e -tender 


Si. 


No. 


Details of 
Departmental 

Technical 
Specifications 
and General 
condition 


Details of the 

Product 
offered 


Deviation from 
Departmental 

Technical 
Specification 

if any 


Scanned Copy of the agreement in the prescribed 
format in Kerala Stamp Paperworth – 200 


3. 
4. 


Brochure of the product intended to supply 
Work Experiance Certificate, O . E . M . authorisation 
Letter and other relevant details . 


Pre- bid Meeting 


A Pre -bid meeting will be held at Government Central 
Press , Thiruvananthapuram on the date and time as 
mentioned above. Bidders can participate in the 
Pre - bid meeting and clarify their doubts , if any . 
They can clarify their doubts by sending an email 
to sgp . printing @ kerala .gov . in and by contacting the 
Superintendent of Government Presses, Thiruvananthapuram 
in Phone Number: 0471- 2331458 . 


Printing Department 

e- TENDER NOTICE 
No. 45/ 2017- 18 

7th November 2017 . 
E - Tender in two cover system are invited from competent 
manufacturers/suppliers or their authorised dealers with 
adequate stock and spares and repair capabilities for the 
supply of Air Conditioner (80 Ton ) as per the Specifications 
of this Department. The tender is to be submitted as e -tender 
through the web portal https ://etenders . kerala. gov. in . Since 
this is an e - tender only those bidders who have enrolled in 
the above portal with their own Digital Signature Certificate 
(DSC ) can participate in the e - tender. E -tender document and 
other details can be obtained from the above e -portal. 

The tender has two parts : 
1. Technical Bid 
2 . Financial Bid (BOQ ) 

Tender No. with PAC — e -tender No. 45 / 2017 - 18 / 
SN — . 34 Lakhs 

Cost of e -tender (Online Submission ) 
- 6 ,800 + 1,904 = 8 ,704 Rounded as = ` 8,800 

EMD (28 % GST) — 1 % of PAC in online Payment 
– 34 ,000 

Security Deposit — 5 % of total contract amount 
as per rules to be furnished as Bank Guarantee of a 
Scheduled Bank 

Closing date of e -tender — 21 -11- 2017 
Date of pre-bid meeting — 16 -11-2017 
Lastdate and timeofreceiptof e- tender — 21-11-2017 ,5 p.m . 
Date and time of opening of e-tender - 25- 11-2017, 11 a.m . 

1. Technical Bid — 28 -11 -2017 

2. Financial Bid 4- 12 - 2017 
Period of Supply — Within 90 days of receipt of 
Supply Order. 

The tender has two covers : 
1. Technical Cover. 
2. Financial Cover. 

The first cover ie , the technical cover shall be 
uploaded with the following document. 
1. Scanned copy of the Departmental Specification, 

Compliance Statement in the given proforma 

along with diagrams ofmachine intended to supply. 
The bidder should prepare the Specification 
Compliance Statement in the following proforma and upload 
it duly signed . The Specification - Compliance Statement 
should contain all the details in the Departmental Technical 
Specification /General Conditions and the compliance to the 
same to be properly marked and deviation if any shall be 
marked in the compliance Statement. 


Name of Work — Supplying, Installation , testing and 
commissioning of Air Conditioning Units at Various 
Presses. 


TECNICAL SPECIFICATIONS (FOR 1.5 TR ) 


Type 
NominalCapacity ( TR ) 
Star Rating 
Rated Cooling Capacity 
(Watts ) 
Compressor Type 
Compressor Warranty 
Air Circulation (CFM ): 


Inverter Type Split AC 
1 .5 TR 
5 Star and above 
To be specified by the 
tenderer for his equipment 
Rottary Type 
5 years 
To be specified by the 
tenderer of his equipment 
Above 1.8 litre /hour 


High /Medium /Low 
Moisture Removal 
(litre/hour ) 
IDU Noise level in dB ,max 
Control 


To be specified by the 
tenderer for his equipment 
Microprocessor controlled 
codeless remote 
230 /50/ 1 
LED /LCD 
Minimum 10 metres 


Power Source ( V /Hz/ Ph ) 
Display 
Remote control distance 
Refrigerant used should be 
ecofriendly 
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Voltage Stabilizer 

Voltage Stabilizer 
Type 

Wall mount with time 
Wall mount with time 
Type 
delay, high and low 

delay, high and low 

voltage and thermal 
voltage and thermal 

overload protection 
overload protection 
Capacity 

5 KVA 
Capacity 

4KVA Warranty 

2 Years 
Warranty 

2 Years Input Voltage 

130 V -300 V 
Input Voltage 

130 V -300 V Output Voltage 

200V -240V 
Output Voltage 

200 V - 240 V Efficiency 

> 95 % 
Efficiency 

> 95 % Frequency 

50 Hz 
Frequency 

50 Hz 

Standard Accessories 
Standard Accessories 

1. Mild Steel Stand 
1. Mild Steel Stand 

2 . Referigeration piping 

3 Drainage piping 
2. Referigeration piping 

4 Electrical cabling 
3 Drainage piping 

5 any other, specify 
4 Electrical cabling 

Notes: — Complete details of piping including pipe materials 
5 any other, specify 

fittings material, cable material, electrical fittings 

material, pipe diameters etc. should be specified . 
Notes :-Complete details of piping including pipe material 

If any additionalmaterial (other than standard supply) is 
fittings meterial, cablematerial, electrical fittings material, 

necessary for satisfactory installation and commissioning of 
pipe diameters etc.should be specified . 

the Equipment, the same should be supplied and the details 
If any additionalmeterial (other than standard supply ) is and rates should be quoted. Quantity and installation site , as 
necessary for satisfactory instalation and commissioning per Annexure . 
of the Equipment, the same should be supplied and the 

General Conditions 
details and rates should be quoted . Quantity and 

Compliance to the following general conditions 
installation site , as per Annexure . 

should be marked as Yes/No against each , and signed 

underneath . 
TECHNICAL SPECIFICATIONS (FOR 2 TR ) 

Firms and suppliers with valid certificates are 
Type 

Inverter Type Split AC 

exempted from the EMD /Security Deposit as per G .O . (P ) 
NominalCapacity ( TR ) 

2 TR 

No. 3 /2013 /SPD dated 21-6 - 2013 . 
Star Rating 

5 Star and above 
To be specified by the 

Sl. No. 

Conditions 
Rated Cooling Capacity (Watts) 

Yes /No 
tenderer for his 

(3 ) 
equipment 
Compressor Type 

Rotary Type 

1 Equipment offered should he standard , 

branded and proven product and available 
Compressor Warranty 5 Years 

in the market. 
Air Circulation (CFM ): 

To be specified by the 
High /Medium /Low tenderer for his 

1 (a ) whether document in proof of 
equipment 

the above statement is attached 

Only manufacturing firms and authorized 
Monisture Removal ( litre/hour ) above 2 litter/hour 

dealers are eligible to participate in 
IDU Noise level in dB ,max To be specified by the 

the tender. Copy of certificate proving 
tender for his 

that the tenders is the authorized 
equipment 

dealer/manufacturer of the machine 
Control Microprocessor 

should be produced along with the tender . 
controlled codeless 

2 (a ) whether document in proof of the 
remote 

above statement is attached 
Power Source ( V /Hz/Ph ) 230 /50 /1 

3 Manufacturing firms should have 
Display LED /LCD 

preferably ISO 9001 quality certificate . 
Remote control distance Minimum 10 meters 

3 (a) whether document in proof of the 

above statement is attached 
Referigerant used should be ecofriendly 
Gaz . No. 46 /2017 /DTP (Stores Purchase). 
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( 1) 


( 3) 


Name of Site and quantity required at each site is as 
follows: 


4 


Sl. 


Name of Presses 


Quantity Required 


No. 
1 


Government Press, Wayanad 2 Ton -1 No. 
Government Press , Kannur 6 Ton - 2x3 
Government Press , Shoranur 3 Ton - 1.5x2 
Government Press , Kozhikode 2 Ton - 1No 
Government Press, Ernakulam 3 Ton - 1.5x2 
Government Press , Vazhoor 3 Ton - 1.5x2 
Government Press , Mannanthala 8 Ton -(2x4 ) 
Government Press, Kollam 2 Ton - 1No. 
Govt. Stamp Manufactory, 2 Ton - 1No. 
Thiruvananthapuram 
Govt. Central Prison Press , 2 Ton - 1 No. 
Thiruvananthapuram 
Govt. Central Press, 

1.5x2 = 3 Ton 
Thiruvananthapuram 

2x2 = 4 Ton 
Directorate (Administrative Wing ) 1.5x8 = 12 Ton 

2x14 = 28 Ton 


6 


12 


The bidder should visit the site and appraise himself 
of all the requirements before quoting 


Service centers in Kerala for prompt 
after sales service is preferred . Specify 
the details of Service Centres with 
Address. Specify response time for a 
service call . 
4 (a ) whether document in proof of the 

above statement is attached 
Brochure containing the details of the 
equipment and technical specifications 
should be uploaded . All the technical 
specifications should be mentioned 
clearly by the tenderer and any deviation 
should be brought not clearly . Compliance 
with General Conditions should also 
confirmed . 
(a ) whether document in proof of the 

above statement is attached 
5 (a ) whether document in proof of the 

above statement is attached 
Warranty should be mentioned by the 
tenderer for ; 
(a ) whole system :.............years 
(b ) Compressor..................years 
Delivery : 
The equipment and other materials 
required for he above mentioned scope 
of work should be despatched and 
delivered at the specified sites with own 
arrangement of transportation including 
loading and unloading by the tenderer. 
The completion period should be mentioned 
for delivery of the equipment, installation , 
testing and cornmissioning . 
Annual Maintenance Charges (AMC ) 
AMC after warranty is to be offered for: 
( a ) 1st year Rs.............+ Taxes 
(b ) 2nd year Rs.............+ Taxes 
(c) 3rd year Rs..............+ Taxes 
(d ) 4th year Rs. .............+ Taxes 
(e) 5th year Rs...............+ Taxes 
Payment terms: 
100 % payment will be made after satisfactory 
commissioning of the equipment and on 
production of satisfactory performance 
report. 
Rate quoted should be valid for a period 
of minimum 6 months. 
Purchaser has the right to cancel the 
supply code at any time without 
assigning any reason . 
A copy of all documents submitted 
online should reach the office of the 
undersigned on or before the opening 
time of the tender. 
All Rules and regulations of the tender/ 
bid shall be in accordance with the Stock 
Purchase Mannual of Government of Kerala . 


Office of the Director, 
Government Central Press , 
Thiruvananthapuram - 1. 


(Sd .) 
Director of Printing . 


8 


Technical Education Department 

ലഘു ദർഘാസ് പരസ്യം 


9 


10 


11 


MMID oſl1 - 11193 /2017 /MI. M . 01. 2017 68cSomið 17 . 

- തിരുവനന്തപുരം എഞ്ചിനീയറിംഗ് കോളേജിലെ സിവിൽ 
എഞ്ചി നീ യ റിംഗ് വിഭാ ഗ ത്തിലെ എൻ വി റോൺമെന്റൽ 
എഞ്ചിനീയറിംഗ് ലാബിലേക്ക് പോർട്ടബിൾ മൈക്രോബയോളജി 
വാട്ടർ ക്വാളിറ്റി ലാബ് വിതരണം ചെയ്യാൻ താൽപര്യമുള്ള 
സ്ഥാപനങ്ങളിൽനിന്നും ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

BÖRJOMŮ Mmo09 /P1/ 17 /CE (Re-tender ) 

www . etenders.kerala. gov. in - ngmoongloe mmuo 
2017 _ DTE _ 159899_ 1 

- ഇനം പോർട്ടബിൾ മൈക്രോബയോളജി വാട്ടർ ക്വാളിറ്റി 
eiomi. 

( Distovo 10.160Buð www.cetac.in /www. etenders.kerala.gov. in - 08 
eisjeom .) 

BÔZEJMUJABLos oder ` 1,652 ( 1,400 + 18 % GST ) 
croso ) mas ` 7,00,000 


12 


478 


21st Nov. 2017) 


STORES PURCHASE 


1845 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 20- 11 - 2017, 2 മണി. 


- ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും 20- 11- 2017 , 3 മണി. 


നിരതദ്രവ്യം 7,000 
www.etenders. kerala.gov.in എന്ന സൈറ്റ്മുഖേന 

സമർപ്പിക്കേണ്ട അവസാന തീയതിയും സമയവും 
24- 11- 2017 , 3 മണി. 

- ദർഘാസ് തുറക്കുന്ന അവസാന തീയതിയും സമയവും 
29 - 11- 2017, 11 മണി. 

ദർഘാസ് വിലയും നിര തദവ്യവും ഓൺലൈനായി 
അടയ്ക്കേണ്ടതാണ്. ദർഘാസ് പ്രമാണത്തോടൊപ്പം - 200 
വിലയുള്ള കേരള മുദ്രപത്രത്തിൽ പ്രാഥമിക കരാർപ്രതവും 
അപ്ലോഡ് ചെയ്യേണ്ടതാണ്. 

- ദർഘാസ് തുറക്കുന്ന തീയതി മുതൽ ആറ് മാസം വരെ 
വില നിരക്കിന് പ്രാബല്യം ഉണ്ടായിരിക്കേണ്ടതാണ്. 


ദർഘാസ് തുറക്കുന്ന തീയതിയും സമയവും - 2 - 11- 2017, 
11 മണി. 

ദർഘാസ് ഫോറം തപാലിൽ ലഭിക്കുവാൻ - 50 തപാൽ 
കൂലിയായി അയക്കേണ്ടതാണ്. പ്രിൻസിപ്പാളിന്റെ പേർക്ക് 
അയയ്ക്കാവുന്ന മണിയോർഡറുകളായി മാത്രമേ ദർഘാസ് വില 
സ്വീകരിക്കുകയുള്ളു. 

ദർഘാസിന്റെ വില ഓഫീസിൽ നേരിട്ട് പണമായി 
ഒടുക്കാവുന്നതാണ്. പോസ്റ്റൽ ഓർഡർ, ചെക്ക്, ഡിമാന്റ് 
ഡ്രാഫ്റ്റ് മുതലായവ സ്വീകാര്യമല്ല . - 200 മുദ്രപത്രത്തിൽ 
തയ്യാ റാ ക്കിയ സമ്മ ത പ ത വും ദർ ഘാ സി നൊപ്പം 
സമർപ്പി ക്കേ ണ്ട താ ണ് . ദർഘാസ് ഫോറവും കൂടു തൽ 
വിശദാംശങ്ങളും പ്രവർത്തിസമയങ്ങളിൽ ഓഫീസിൽ നിന്നും 
ലഭിക്കുന്നതാണ്. 


No. P1/11193/2017/ CET. 

17th October 2017. 
Tenders are invited for the supply of Portable 
Microbiology Water Quality Lab for Environmental 
Engineering Lab of Civil Engineering Department, College 
of Engineering, Thiruvananthapuram . 

Tender No. - 09/P1/17/ CE (Re- tender). 
ID in www .etenders .kerala. gov. in 2017 _ DTE _ 159899 _ 1. 
Item — Portable Microbiology Water Quality Lab . 
(Formore details visit www.cet. ac .in /www .etenders.kerala.gov.in ) 
Cost of tender form - 1,652 ( ° 1,400 + 18 % GST ). 
Estimated Cost - - 7,00,000. 
EMD - 7, 000 . 

Last date and time for uploading the documents in 
the website www .etenders.kerala .gov. in — 24 - 11- 2017 , 3 p . m . 

Date and time of opening of tender - 29- 11- 2017, 11 a. m . 

The tender cost and EMD will be remitted through 
e -payment facility provided by the e-Procurement system . 
An agreement in Kerala Stamp Paper value of - 200 must 
be executed and signed and scanned copy must be 
uploaded along with other tender documents . 


No. D / 654/2016 . 

30th October 2017. 
Sealed tenders in the prescribed form are invited for 
the supply of Desktop Computer - 7 Nos. of Govt . 
Polytechnic College, Adoor. 

Tender No . -- 01/2017 
EMD — 1 % of the total cost 
Cost of tender form : Original — ^ 672 ( 600 + 12 % GST) 

Duplicate - 336 ( ° 300 + 12 % GST ) 
Date upto which tender form will be sold — 20 - 11 -2017, 2 p .m . 
Last date and time of receipt of tender - 20-11-2017, 3 p . m . 
Date and time of opening of tender — 21-11- 2017, 11 a.m . 

Mode of remittance of the cost of tender form - in 
cash remittance in the college office or by Money Order. 
Those who want tender form by post should remit an 
additional amount of - 50 for each tender as postal 
charge . 
- An agreement in Kerala Stamp Paper worth - 200 is 
to accompany the tender. Tender forms can be had from 
Principal, Govt. Polytechnic College, Adoor. More details 
can be obtained from the office on working time. 


College of Engineering, 
Thiruvananthapuram . 


| ( Sd.) 
Principal. 


ദർഘാസ് പരസ്യം 


നമ്പർ ഡി - 654 /2016. 

2017 ഒക്ടോബർ 30. 
അടൂർ സർക്കാർ പോളിടെക് നിക് കോ ളേ ജില 
ഓഫീസിലേക്ക് ആവ ശ്യ മായ കമ്പ്യൂട്ടറുകൾ 7 എണ്ണം 
വിത ര ണം ചെയ്യുന്ന തി ലേക്ക് മത്സ ര സ്വ ഭാ വ മു ള്ളതും 
മുദ്രവെച്ചതുമായ ദർഘാസുകൾ ക്ഷണിക്കുന്നു . 

ദർഘാസ് നമ്പർ 01/2017 
നിരതദ്രവ്യം ആകെ വിലയുടെ ഒരു ശതമാനം. 
ദർഘാസ് ഫോറത്തിന്റെ വില : 

അസ്സൽ - 672 ( ° 600 + 12 % GST) 
പകർപ്പ് - 336 (° 300 + 12 % GST) 
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SPECIFICATION OF HIGH -LEVEL DESKTOP COMPUTERS 
1. Processor: Intel/AMD x 86 quad core processor 
having either of 
( 1) SYSMARK 2014 Overall Score of 1350 or 

above tested with 8GB RAM 
(2 ) PC Mark 8 Work Accelerated Score of 4350 

or higher, tested with 8 GB RAM 
2. Chipset: Compatible 
3. Motherboard : OEM Motherboard 
4. Bus Architecture : 2 PCI (PCI PCI Express) or more 
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5. Memory: 8 GB DDR3- 1600 Ram (or above) with 16 

GB Expandability with minimum 2 DIMM slots 


6 . Hard Disk Drive : 1.0TB 7200 rpm or higher 


7 . Monitor: 47 cm (18.5 inch ) or larger TFT/LED Digital 

Colour monitor TCO -05 certified same make as PC . 


8 . Keyboard : PS /2 or USB Min 104 keys, Keyboard 

samemake as PC . 


9. Mouse: PS /2 or USB 2 button Optical Scroll mouse 
-- with Mouse pad, same make as PC. 


10 . Bays : 2 Nos. or above 


11 . Ports : 6 USB Ports (with at least 2 in front) at least 
- two USB 3 . 0 ports 1I serial audio ports for 

microphone and headphone in front. 


12. ODD : Min 8 x or better DVD Writer 


13. Audio : Integrated audio controller, Audio ports both 

| in front and back. 


നമ്പർ ഡി1 /7153/ 2017 . 

2017 ഒക്ടോബർ 23. 
- കോട്ടയം രാജീവ്ഗാന്ധി ഇൻസ്റ്റിറ്റ്യൂട്ട് ഓഫ് 
ടെക്നോളജിയിലെ മെക്കാനിക്കൽ വിഭാഗത്തിലെ മെഷർമെന്റ് 
ലാബിലേക്ക് സർഫേസ് റ്നെസ്സ് ടെസ്റ്റർ നൽകുന്നതിന് 
താൽപ്പര്യമുള്ള കരാറുകാരിൽ നിന്നും മുദ്രവച്ച കവറുകളിൽ 
മത്സരസ്വഭാവമുള്ള ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 

അടങ്കൽ തുക - - 1,75 ,000 . 
ടെൻഡർ ഫോമിന്റെ വില ( ജി.എസ്. ടി. ഉൾപ്പെടെ): 
അസ്സൽ - 448. 

പകർപ്പ് - 224. 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
സമയവും - 29 - 11-2017, 2 മണി. 

- പൂരിപ്പിച്ച ദർഘാസ് സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
സമയവും - 30 - 11- 2017 , 1 മണി. 

- ദർഘാസ് തുറന്ന് പരി ശോ ധി ക്കുന്ന തീയതിയും 
സമയവും - 30 - 11- 2017 , 2 മണി. 

ദർഘാസ് ഫോറം തപാൽ മുഖേന ആവശ്യമുള്ളവർ 
- 35 അധികമായി ഓരോ ദർഘാസ് ഫോറത്തിന്റെയും 
വിലയോടൊപ്പം മണിയോർഡറായി അയയ്ക്കേണ്ട താ ണ്. 
മണിയോർഡർ സ്വീകരിക്കുന്ന അവസാന തീയതി 18 - 11- 2017 
ആയിരിക്കും. മുകളിൽ പറഞ്ഞിരിക്കുന്ന ടെണ്ടർ ഫോമിന്റെ 
വില എല്ലാ നികുതിയും ഉൾപ്പെടെയാണ്. 

ദർഘാസ് ഫോറങ്ങൾ പ്രിൻസിപ്പാൾ, രാജീവ്ഗാന്ധി 
ഇൻസ്റ്റിറ്റ്യൂട്ട് ഓഫ് ടെക്നോളജി, വെള്ളൂർ പി . ഒ., പാമ്പാടി, 

കോട്ടയം- 686 501 എന്ന വിലാസത്തിൽ നേരിട്ടോ മണിയോർഡർ 
മുഖേനയോ എല്ലാ പ്രവൃത്തി ദിവസങ്ങളിലും രാവിലെ 10 മണി 
മുതൽ വൈകുന്നേരം 3 മണിവരെ ലഭിക്കുന്നതാണ്. 

ദർഘാസ് സമർപ്പിക്കുന്ന കവറിനുമുകളിൽ ദർഘാസ് 
നമ്പരും തീയതിയും രേഖപ്പെടുത്തേണ്ട താ ണ്. ദർഘാസ് 
ഫോറങ്ങൾ യാതൊരു കാരണവശാലും കൈമാറ്റം ചെയ്യുവാൻ 
പാടുള്ളതല്ല . ചെക്ക്, ഡാറ്റ്, പോസ്റ്റൽ ഓർഡർ, തപാൽ 
സ്റ്റാമ്പ് മുതലായവ സ്വീകരിക്കുന്നതല്ല. 

- ദർഘാസ് നിയമം അനുസരിച്ച് ദർഘാസ് സമർപ്പിക്കുന്ന 
ആൾ ദർഘാ സി നോ പ്പം - 200 വില യുള്ള കേര ള 
മുദ്രപ്പത്രത്തിൽ സമ്മതപത്രത്തോടൊപ്പം മൊത്തം തുകയുടെ 
ഒരു ശത മാ നം ( 1 % ) നിര ത ദ വ്യം ഡി . ഡി . ആയി 
സമർപ്പിക്കേ ണ്ട താ ണ് . ഇവ ഇല്ലാത്ത ദർഘാ സു കൾ 
നിരുപാധികം നിരസിക്കപ്പെടുന്നതാണ്. ഉപകരണങ്ങളുടെ 
വിശദവിവരങ്ങൾ ദർഘാസ് ഫോറത്തിനൊപ്പം ലഭിക്കുന്നതാണ്. 


14 . Networking facility: 10/ 100 / 1000 Mbps on board 

integrated Network Port with remote booting facility 
remote system installation , remote wake up 


15. Power Management: Screen Blanking. Hard Disk 

and System Idle Mode in Power On . Set up 

Password . Power supply SMPS Surge protected 
16. Accessories: With required connecting cables and 

driver media and required accessories 
17 . Certifications: 

For Monitor : TCO -5 certification compliance 


For OEM: ISO 9001-2008, RoHS, EPEAT 
Silver/Energy Star 5.2 certifications or any other 
similar rating or certification that arms at green 
brand PC. 


18 . Warranty : 5 year comprehensive on -site warranty 

including monitor 


19 . Operating System : As per Department requirement 


No. D1/7153/ 2017/RIT. 

23rd October 2017. 
Sealed tenders are invited for the supply of Surface 
roughness tester for the use of Measurement lab of 
Mechanical Engineering Department of Rajiv Gandhi 
Institute of Technology , Kottayam at a total cost of 
- 1 , 75,000 . 


20 . Optional: Graphics adapter with 2.0GB memory 


21. Business Analytics, CAD /CAM Applications, 2D & 

3D design and modelling and Data intensive 
e -Governance applications. 


- Cost of tender forms (including GST) : 

Original - 448. 

Duplicate — “ 224 . 
Last date and time of sale of tender form 
29-11-2017 , 2 p. m . 


Govt. Polytechnic College , 
Adoor. 


( Sd.) 
Principal. 
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- Tenders should be accompanied by EMD of 1 % of 
the amount by DD drawn in favour of the Principal, Govt. 
Engineering College, Thrissur with an agreement in Kerala 
Stamp Paper worth · 200 . Details can be had from the 
Govt. Engineering College Office . 


Government Engineering College , 
Thirssur. 


( Sd.) 
Principal. 


Last date and time of receipt of tender — 30 - 11 -2017, 
1 p . m . 

| Date and time of opening of tender - 30 -11 - 2017 , 
2 p . m . 

Those who want tender forms by Registered Post 
should send · 35 extra for each tender besides the cost of 
tender forms by Money Order to the undersigned which 
should be received on or before 18 - 11- 2017 . 

Tender forms can be had from the Office of the 
Principal, Rajiv Gandhi Institute of Technology , 
Velloor P. O ., Pampady , Kottayam -686 501 on a cash 
remittance as above or by Money Order on all working 
days between 10 a.m . to 3 p .m . The tender should be 
superscribed with Tender No. and date. Cheque , Postage 
Stamp, Drafts , Postal Order etc . will not be accepted 
towards the cost of the tender forms. The tender forms are 
not transferable . 


ലഘു ദർഘാസ് പരസ്യം 


As per the tender condition the tenderer should send 
along with this tender with an agreement executed duly 
signed in Kerala Stamp Paper of value of - 200 and an 
EMD 1 % of total cost of the articles tendered by way of 
DD in favours of the Principal, Rajiv Gandhi Institute of 
Technology , Kottayam . Tender without agreement and 
EMD will be rejected , detailed specification will be issued 
along with the tender forms. 


നമ്പർ പി1/111/ 2017 . 

2017 ഒക്ടോബർ 27 . 
കോഴിക്കോട് ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് കോളേജിലെ 
മെക്കാനിക്കൽ എഞ്ചിനീയറിംഗ് വിഭാഗത്തിലെ ഫ്ളൂയിഡ് 
മെഷിനറി ലാബിലേക്ക് ആവശ്യമായ 2000 ലിറ്റർ വെള്ളം 
ഉൾക്കൊള്ളാൻ ശേഷിയുള്ള 5 ടാങ്കുകൾ വാങ്ങി 
സ്ഥാപിക്കുന്നതിനായി ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 
- ഇനവിവരം - 2000 ലിറ്റർ വെള്ളം ഉൾക്കൊള്ളാൻ 
ശേഷിയുള്ള 5 ടാങ്കുകൾ, 5 എച്ച്. പി. പമ്പ് സൈറ്റ്എന്നിവയും 
അതിനുവേണ്ട മറ്റ് ഉപകരണങ്ങളും വാങ്ങി സ്ഥാപിക്കുന്നതിന്. 

അടങ്കൽ തുക - - 1,95,000. 
ദർഘാസ് ഫോറത്തിന്റെ വില ( വാറ്റ് ഉൾപ്പെടെ) 
ഒറിജിനൽ: 

നേരിട്ട് - 672. 

തപാൽ വഴി - 722. 
ഡ്യൂപ്ലിക്കേറ്റ്: 

നേരിട്ട് - - 336. 
തപാൽ വഴി -- - 386. 


Rajiv Gandhi Institute of 
Technology, Kottayam . 


(Sd.) 
Principal. 


SHORT TENDER NOTICE 

- ദർഘാസ് സമർപ്പിക്കുന്ന കവറിനുമുകളിൽ ദർഘാസ് 

നമ്പരും തീയതിയും രേഖ പ്പെ ടു ത്തി താഴെ ഒപ്പിട്ട 
No . D3/ 5862/2017 . 

| 26th October 2017. 

ഉദ്യോഗസ്ഥന്22 - 11 - 2017 - ന് 3 മണിക്ക് മുൻപ് സമർപ്പി 
Tenders sealed with sealing wax are invited for the 

ക്കേ ണ്ട താ ണ് . താമ സിച്ച് കിട്ടുന്ന ദർ ഘാ സു കൾ 
supply of 10 KVA online UPS with battery backup and 

പരിഗണിക്കുന്നതല്ല . ദർഘാസുകൾ 23 - 11 - 2017 - ന് രാവിലെ 
stand for TBI. Tenders should be superscribed as Tender 

11 മണിക്ക് ദർ ഘാ സു കൾ സമർപ്പിച്ച ആളു ക ളു ടെ 
No. D3/ 126/2017-18 for the supply of 10 KVA online UPS 

സാന്നിദ്ധ്യ ത്തിൽ ആധികാ രിക മായി തുറ ക്കു ന്ന താണ്. 
with battery backup and stand and addressed to 

ദർഘാസുകൾ ആവശ്യമുള്ളവർ നികുതി ഉൾപ്പെടെയുള്ള 
Principal , Govt. Engineering College, Thrissur, Kerala . 

വില നൽകി ദർഘാസ് ഫോറങ്ങൾ വാങ്ങേ ണ്ട താണ്. 

22 - 11- 2017 - ന് ഉച്ചയ്ക്ക് 2 മണിവരെ ദർഘാസ് ഫോറങ്ങൾ 
The last date for the receipt of tender is 24 -11- 2017 , 

വാങ്ങാ വു ന്ന താ ണ്. ദർഘാസ് ഫോറങ്ങൾ യാതൊരു 
2 p.m . The tenders will be opened at 11 a.m . on 25 -11-2017 

കാരണവശാലും കൈമാറ്റം ചെയ്യാൻ പാടുള്ളതല്ല. ചെക്ക്, 
in the presence of such tenders or their authorized 

ഡാഫ്റ്റ്, പോസ്റ്റേജ് സ്റ്റാമ്പ് തുടങ്ങിയവ സ്വീകരിക്കുന്നതല്ല. 
representatives who may be present at that time. 

വി . പി . പി. ആയി ദർഘാസ് ഫോറങ്ങൾ അയയ്ക്കുന്നതല്ല. 
Intending tenderers may obtain the requisite tender forms 

ഡ്യൂപ്ലിക്കേറ്റ് ദർഘാസ് ഫോറങ്ങൾ ആവശ്യമുള്ളവർ മുകളിൽ 
from the Principal, Govt. Engineering College, Thrissur on 

കാണിച്ച പ്രകാരമുള്ള തുക കൂടി അടയ്ക്കേണ്ടതാണ്. 
cash remittance of - 1, 344 + postal charge the price fixed 
for requisite tender form . Duplicate form if required will 

ദർഘാസ് നിയമം അനുസരിച്ച് ദർഘാസ് സമർപ്പിക്കുമ്പോൾ 
be issued at Rs - per copy. Tender forms are not 

ദർഘാസിനോടൊപ്പം - 200 വിലയുള്ള കേരള മുദ്രപ്പത്രത്തിൽ 
transferable. The sale of tender forms will be closed at 

സമ്മതപ്രതവും ഒരു ശതമാനം നിരതദ്രവ്യവും വയ്ക്കേണ്ടതാണ്. 
12 Noon on 24 - 11- 2017. 

സ മ്മ ത പത്രവും നിര തദവ്യവും ഇല്ലാത്ത ദർഘാസുകൾ 

സ്വീകരിക്കുന്നതല്ല . ദർഘാസുകൾ തപാൽവഴി ആവശ്യമുള്ളവർ 
Estimate Cost - 3,86,000 

നിശ്ചിത തുക മണിയോർഡറായി പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് 
Cost of tender forms should be remitted either in 

എ ബി നീ യ റിംഗ് കോളേജ്, വെസ്റ്റ്ഹിൽ പി . ഒ ., 
cash or by Money Order - 1 , 344 + Postal charges . 

കോഴിക്കോട്- 673 005 എന്ന പേരിൽ അയച്ചുതരേണ്ടതാണ്. 
Cheques, Postage Stamps, Postal Orders or Demand കേരളത്തിന് പുറത്തുള്ളകമ്പനിക്കാർക്ക് കേരള മുദ്രപ്പത്രം 
Drafts will not be accepted towards the cost of tender ആവശ്യമാണെങ്കിൽ ദർഘാസ് ഫോറത്തിന്റെ വിലയോടൊപ്പം 
forms. The forms will not be sent by VPP. 

- 250 കൂടി അധികമായി അയക്കേണ്ടതാണ്. 
Gaz . No . 46 /2017 /DTP (Stores Purchase). 
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ലഘു ദർഘാസ് പരസ്യം 


MMID 11 / 788 / 2017. 

2017 6368506Ô 16. 
കോഴിക്കോട് ഗവൺമെന്റ് വനിതാ പോളിടെക്നിക് 
കോളേജിലെ ഗവൺമെന്റ് ഇൻസ്റ്റിറ്റ്യൂട്ട് ഓഫ് ഫാഷൻ 
ഡിസെനിങ്ങിലേക്ക് താഴെ പറയുന്ന ഉപ ക ര ണ ങ്ങ ൾ 
വിതരണം ചെയ്യുന്നതിലേക്കായി മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . 

Boredomů mmo - - 1 / 788 /2017 
M10001101% 
ദർഘാസ് പ്രമാണത്തിന്റെ വില ( വാറ്റ് ഉൾപ്പെടെ) 
croquod : Moš ` 315 

DJ080191 365 
oboj : moš 158 

O o80191 208 
ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
MOB1026 - 11-2017 , 3 eml. 

Bôreion M00m 0002020 m2 1027 - 11-2017 , 
11 cm . 


No . P1/111/2017 /ME. 

27th October 2017 . 
Sealed tenders are invited for the purchase and 
installation of 2000 litre capacity water tank -5 Nos . with 
5HP Pump Set and fittings for Fluid Machinery Lab of 
Mechanical Engineering Department of Government 
Engineering College, Kozhikode . 

Tender No. and details of Items— P1/06 /2017 - 18 — 
Purchase and Installation of 5HP pumpset — 1No. and 2000 
litre capacity water tank — 5 Nos . with fittings for Fluid 
Machinery Lab of Mechanical Engineering Department. 

PAC — - 1,95 ,000 . 
Cost of tender form (Including VAT ): 
Original : 

Direct — ^ 672 . 

By Post — * 722 . 
Duplicate: 

Direct — * 336 . 

By Post - ` 386 . 
The Tender No . of the item quoting due on 
22 -11-2017 at 3 p.m . should be superscribed and addressed 
to the undersigned to reach him before 
22- 11 -2017 at 3 p.m . Late tenders will not be accepted. The 
tenders will be opened at 11 a.m . on 23 - 11 -2017 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the 
undersigned , to obtain the requisite tender forms on which 
tenders should be submitted . Application for the tender 
form should be accompanied by a cash remittance of the 
cost of the tender including VAT which is the price fixed 
for the same and which is non -refundable under any 
circumstances. The tender forms are not transferable . Sale 
of tender form will be closed at 2 p .m . on 22- 11 - 2017 . 
Drafts, Cheques, Postage Stamps etc . will not be accepted 
towards the cost of forms, nor will the form be sent per 
V . V . P. Duplicate tender forms, if required will be issued at 
the rate mentioned above including VAT per copy . 


- കൂടുതൽ വിവരങ്ങൾ ഓഫീസിൽ നിന്നും പ്രവർത്തി 
- സമയത്ത് അറിയാവുന്നതാണ്. 


No. P /788/ 2017. 

16th October 2017. 
Sealed tenders are invited for the supply of 
following Consumables for Government Institute of 
Fashion Designing attached to Government Womens 
Polytechnic College , Kozhikode . 

Tender No. - P /788/2017. 
EMD1% 
Cost of tender forms ( Including VAT): 
Original : Direct — 315 

By post - ` 365 
Duplicate : Direct — " 158 

By post - 208 
Due date and time of receipt of tender form 
26 - 11-2017 , 3 p . m . 

Opening date and time of tender — 27 - 11 - 2017 , 
11 a . m . 

List of consumables 


Consumables 


Quantity 


Approximate 


Rate 


700 Mtr. 


- 45 ,500 


As per tender condition the tenderer should send 
along with his tender an agreement executed and signed in 
Kerala Stamp Paper of value - 200 and an EMD of 1 % of 
the total cost of the articles tendered . Tenders without 
agreement and EMD will be rejected . Those who want the 
tender form by post should send the cost of the tender 
including VAT by Money Order to the undersigned . 
Outside firms who desire to get Kerala Stamp Paper should 
send an additional amount of “ 250 along with the cost of 
tender forms. 


1. Poplin Cloth (Aiwa) 

in Different Colours 
2. Print Cloth Cotton 

in Different Prints 
3. Mull Cloth (Ice Cold ) 


700 Mtr. 


- 59,500 


500 Mtr. 

Total 


- 25 ,000 
- 1, 30 ,000 


Government Engineering College, 
Kozhikode . 


(Sd.) 
Principal. 


Government Womens Polytechnic College, 
Malaparama P . O ., Kozhikode. 


Principal. 
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21st Nov . 2017). 


STORES PURCHASE 


1849 


ദർഘാസ് പരസ്യം 


നമ്പർ ഡി2/ 2883 / 2017 / ജി. സി . ഇ . കെ . 


2017 ഒക്ടോബർ 19. 


- കണ്ണൂർ ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് കോളേജിലെ 
ഇലക്ട്രോണിക്സ് ആൻഡ് കമ്മ്യൂണിക്കേഷൻ എഞ്ചിനീയറിംഗ് 
വിഭാഗത്തിലേക്കാവശ്യമായ സൂൾ വിതരണം ചെയ്യുന്നതിന് 
മുദ്രണം ചെയ്ത ദർഘാസുകൾ ക്ഷണിച്ചുകൊള്ളുന്നു . 


അടങ്കൽ തുക * 1,35,000. 


നിരതദ്രവ്യം 1 %. 


മുദ്രണം ചെയ്ത ദർഘാസുകൾ പ്രിൻസിപ്പാൾ, ഗവൺമെന്റ് 
എഞ്ചിനീയറിംഗ് കോളേജ്, കണ്ണൂർ- 670 563 എന്ന വിലാസത്തിൽ 
27 - 11 - 2017 - ന് വൈകു ന്നേരം 3 മണിക്കു മുമ്പായി 
ലഭിക്കേണ്ടതാണ്. നിശ്ചിത സമയത്തിനും തീയതിക്കുമകം 
ലഭിക്കുന്ന മുദ്രണം ചെയ്ത ദർഘാസുകൾ 28 - 11 - 2017 - ന് 
രാവിലെ 11 മണിക്ക് ഹാജ രാ യിട്ടുള്ള അംഗീ കൃത 
പ്രതിനിധികളുടെ സാന്നിധ്യത്തിൽ തുറക്കുന്നതാണ്. 


| No. D2 -2883/2017/ GCEK . 

- 17th October 2017. 
- Sealed tenders are invited for the supply of 30 Nos . 
of wooden stool for the use of ECE Department of Govt. 
College of Engineering , Kannur. 

The tender should be superscribed No. D2/2883/ 17 / 
GCEK and addressed to the Principal, Govt. College of 
Engineering, P. O . Parassinikkadavu , Kannur-670 563. Last 
date of receipt of tenders is on 27 - 11 - 2017 at 3 . p . m . and 
the tender will be opened at 11. a . m . on 28 -11 -2017 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at the time. Late 
tenders will not be accepted . 

Approximate cost - - 1,35,000 . 
EMD — 1 % of quoted rate . 

Intending tenderers may on application to the 
Principal, Govt. College of Engineering, P. O . 
Parassinikkadavu , Kannur-670 563 obtain the requisite 
tender forms on which tenders should be submitted . 
Application for the tender forms should be accompanied 
by a cash remittance of ` 472 which is the prices fixed for 
a form / set of forms and which is not refundable under 
any circumstances. The tender forms are not transferable . 
Sale of tender forms will be closed at 2 . p . m . on 
27 - 11 - 2017 . Cheques , Postage Stamps, D . D , IPO etc . will 
not be accepted towards the cost of forms, not will the 
forms be sent as per V . P. P. Duplicate forms, if required 
will be issued at 236 per copy. 

Those who want tender form by post should sent 
an additional amount of - 30 towards the postal charge. 

Sale of tender forms will begin only after publication 
of notification in the Dailies. 


ദർഘാസ് ഫാറങ്ങൾ ആവശ്യമുള്ള വ്യക്തികൾ സ്ഥാപനങ്ങൾ 
പിൻസിപ്പാൾ, ഗവൺമെന്റ് എഞ്ചിനീയറിംഗ് കോളേജ്, 
കണ്ണൂർ-670 563 എന്ന വിലാസത്തിൽ - 472 ( നികുതിയടക്കം) 
അടച്ച് അപേക്ഷിച്ചാൽ ദർഘാസ് ഫോറങ്ങൾ ലഭിക്കുന്നതാണ്. 
തനിപ്പകർപ്പ് ആവശ്യമുള്ളവർക്ക് - 236 ( നികുതിയടക്കം) 
അടച്ചു കൈപ്പറ്റാവുന്നതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വില 
ചെക്ക് ഡിഡി/ പോസ്റ്റേജ് സ്റ്റാമ്പ്/ ഐ . പി. ഒ. എന്നിവ മുഖേന 
അടയ്ക്കാവുന്നതല്ല . വി. പി. പി. അനുവദനീയമല്ല. ദർഘാസ് 
ഫോറങ്ങൾ 27 - 11- 2017 - ന് ഉച്ചയ്ക്ക് 2 മണിവരെ പണമടച്ച് 
കൈപ്പറ്റാവുന്നതാണ്. 


ദർഘാസ് ഫോറങ്ങൾ തപാൽമാർഗ്ഗം ആവശ്യമുള്ളവർ 
- 30 തപാൽ ചാർജ്ജായി അധികം അയക്കേണ്ടതാണ്. 
മാധ്യമങ്ങളിൽ പരസ്യം പ്രസിദ്ധീകരിച്ചതിനുശേഷം മാത്രമേ 
ദർഘാസ് ഫോറം വിതരണം ചെയ്യുകയുള്ളൂ 


ഷം മാത്രമേ 


Govt. College of Engineering, 
Kannur. 


(Sd .) 
Principal. 
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